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PREFACE. 


ta this book of Constitution, which was prepared by a 
committee under direction of the Grand Lodge of Ontario, 
will be found embodied the essential principles on which 
the Grand Lodge was organized ; but we regret to say that 
through a portion of the work going to pres, prematurely, 
the arrangement of the matter is somewhat imperfect, and 
the wording of some of the clauses is not as explicit as 
could be desired : a few typographical errors have also been 
discovered when too late to rectify them, ^Te trust, how- 
ever, that the instructions contained in it will be found 
sufficiently definite for the guidance of the craft, and when 
another edition may be deemed desirable, w r e trust its 
defects may be- remedied, and such other clauses embodied 
as may be thought most conducive to the welfare of the 
craft, the best interests of wffiich, in compilir this Con- 
stitution, we have had the honor, to the best of our ability, 
to endeavor to serve. 

JOHN R. PEEL, 

W. V FI1ZGERALD, Chairman of Com. 

Grand Secretary. 
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GENERAL HEADS. 
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3. — When brethren meet without strangers, 
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I.— Concerning God and Religion. 

A Mason is obliged by bis tenure, to obey the moral law, ami if 
he rightly understand the art, lie will never be a stupid atheist uor 
an irreligious libertine. He, of all men, should best understand 
that God seeth not as man seoth; for man lookoth at the outward 
appearance, but God looketh to tho heart. A Mason is, therefore, 
particularly bound never to act against the dictates of Ins eon- 
science. Let a man’s religion, or mode of worship, be wliat it may, 
he is not excluded from the order, provided lie believe in the Glo- 
rious Architect of heaven and earth, and practice the sacred duties 
of morality. Masons unite with the virtnous of every persuasion m 
the lirm and pleasing bond of fraternal love ; they are taught i to 
view the errors of mankind with compassion, and to strive, by the 
pnritv of their own conduct, to demonstrate the superior excel- 
lence of the faith they may profess. Thus, Masonry is the centre 
of union between good men and true, and tho nappy means )1 
conciliating friendship amongst those who must otherwise have re- 
mained at a perpetual distance. 

II,— Of the Civil Magistrate Supreme 
and Subordinate. 

A Mason is a peaceable subject to the eivil powers whercier lie 
resides or works, and is never to be concerned in plots and conspi- 
racies against the pcaee and welfare of the nation, nor to hehave 
himself undutifully to inferior magistrates. He is cheerfully to 
conform to every lawful authority; to uphold, on every occasion, 
the interest of the community, and zealously promote the prosperity 
of his own country. Masonry has ever flourished in times of peace, 
and been always injured by war, bloodshed and ceufnsion, so that 
kings and princes in every age have been much disposed to en- 
courage the craftsmen on account of their peaecal lioness and loyalty , 
whereby they practically answer the cavils of their adversaries and 
promote the honor of the fraternity. Craftsmen are bound by pe- 
culiar ties to promote peaee, cultivate harmony and live m eoneord 
and brotherly love. 
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ANCIENT CHARGES. 


III.— Of Lodges. 

A Lodge is a place where Freemaaous assemble to work and 
to instruct and improve themselves in the mysteries of their ancient 
science. In an extended sense,, it applies to persona as well as to 
place; hence every regular assembly, or duly organized meeting of 
Masons, is called a lodge. Every brother ought to belong to some 
lodge, and bo subject to its by laws and the general regulations of 
the craft. A lodge may bo either general or particular, as will be 
best understood by attending it, and there a knowledge of the e» . 
tablished usages and customs of the craft is alone to be acquired. 
From ancient times, no master or fellow could be absent from his 
lodge, especially when warned to appear at it, without incurring a 
severe censure, unless it appeared to the master and wardens that 
pure necessity hindered him. 

The persons made Masons aud admitted members of a lodge 
must be good and true men, free born, aud of mature and discreet 
ago and sound judgment; no bondmen, no women, no immoral or 
scandalous men, but of good report. 

IV. — Of Masters, Wardens, Fellows and 
Apprentices. 

All preferment among Masons is grounded upon real worth and 
personal merit only, that so the lords may be well served, the 
brothern not put to shame, nor tho royal craft despised; therefore, 
no master or warden is chosen by seniority, but for his merit. It is 
impossible to describe these things in writing, and therefore every 
brother must attend in his place, and leant them in a way 
peculiar to this fraternity. < 'andidates may, nevertheless, know 
that no master should take an apprentice, unless ho has sufficient 
employment for him; and, unless lie be a perfect youth, having no 
maim or defect in his body that may render him incapable of learn* 
ing the art, of serving his master’s lord, and of being made a bro- 
ther and then a fellow-craft in due time, after he has served such a 
term of years as the custom of the country directs; and that lie 
should be descended of hones c parents, that so, when otherwise 
qualiiied, he may arrive to the honor of being the warden, and then 
the master of the lodge, the grand warden, and at length the grand 
master of jdl tho lodges according to his merit. 

No brother can be a warden until he has passed the part of a 
fellow craft, nor a master until he has acted as a warden, nor grand 
warden until he has been master of a lodge nor grand master unless 
he has been a fellow craft before his election, who is also to be 
nobly born, or a gentleman of the best fashion, or some eminent 
scholar, or some curious architect, or other artist descended of 
honest parents, and who is of singularly great merit in the opinion 
of the lodges. 
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ANCIENT CHARGES. 9 

Thcso rulors and governors, supremo and subordinate, of the 
ancient lodge, are to be obeyed hi then respective stations bv a 1 
the brethren, according to the old charges and regulations, w th all 
humility, reverence, love and alaenty. 

V. B, — In ancient time*, no brother humour skilled in the craft , 

' teas called a master mason until he had been elected mto tnc 
chair of the, lodge. 

V.— Of the Management of the Craft in 
Working. 

All Masons shall work honestly on working days, tliatthay nay 
live creditably on holy days; and the time appointed by the law of 
the land, or confirmed by custom, shall be observed. 

The most expert of the follow craftsmen shall be chosen or ap- 
pointed the master, or overseer of the lord s work, who is to do 
called master by those who work under him I tv craftsmen are to 
avoid all ill language, and to (sail each other by no disobliging 
name, but brother or follow; and to behave themselves courteously 
within and without the lodge. 

The master, knowing himself to be able of cunning hall 1 under- 
take the lord’s work m reasonably as possible, and truly dispend 
his goods as if they were his own; nor give more wages to any bro 
ther or apprentice than he really may deserve. 

Both the master and the ma«ona receiving their wages 
shall be faithful to the lord, and honestly hmShth^r work, wh _ 

lack or journey ; nor put the work to task that hath b« un la-cus 
turned to journey. 

Nono shall discover envy at the prosperity of a brother, nor 
supplant him, or put him out of his work, if lie be capable to finish 
th same: for no man can finish another work -omiich to the 
lord’s profit, unless he bo thoroughly acquainted with the »- ©signs 
and draughts of him that began it. 

When a fellow-craftsman is chosen warden of the work unde 
the master, he shall be true both to master and fellows, shall care- 
fully oversee the work in the master’s absence, to the lord s prunt > 
and his brethren shall obey him. 

All Masons employed shall meekly receive their vvacos without 
murmuring or mutiny, and not desert the master till the work be 
finished. 

A younger brother shall be instructed in working, to prevent 
spoiling the materials for want of judgment and for increasing and 
continuing of brotherly love. 

All the tools used in working uhall be approved by the grand 
lodge. 


1 • * 
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10 ANCIENT CHARGES. 

No laborer shall be employed in the proper work of Masonry ; 
nor shall freemasons work with those that are not free, without an 
urgent necessity nor shall they teach laborers and unaccepted 
Masons, as thoy should teach a brother or fellow. 

VI. — On Behaviour, Viz. : 

1. — IN THE LODGE WHILE CONSTITUTED. 

You are not to hold private committees, or separate conversation, 
without leave from the master, nor to talk c f anything impertinently 
or unseemly, nor interrupt the master or wardens, or any brother 
speaking to the master; nor behave yourself ludicrously or 
jestingly while the lodge is engaged in what is serious and solemn ; 
nor use any unbecoming language upon any pretense whatsoever ; 
but to pay due reve r |uce to your master, wardens and fellows, and 
put them to worship. 

If any complaint be brought, the brother found guilty shall 
stand to the award and determination of the lodge, who are the 
proper and competent judges of all such controversies, (unless you 
carry them by appeal to the grand lodge,) and to whom they ought 
to be referred, unless a lord's work be hindered the meanwhile, in 
which case a particular reference may be made ; but you must 
never go to law about what concern eth Masonry, without an abso- 
lute necessity apparent to the lodge. 

2. — BEHAVIOUR AFTER THE LODGE IS OVER AND THE BRETHREN 

NOT GONE. 

You may enjoy yourself with innocent mirth, entertaining one 
another according to ability, but avoiding all excess, or forcing any 
brother to eat or drink beyond his inclination, or hinder him from 
going when his occasions call him, or doing or saying anything 
offensive, or that may forbid an easy and free conversation, for that 
would Mast our harmony, and defeat our laudable purposes. 
Therefore no private piques or quarrels must be brought within 
the door of the lodge, *ar less any quarrels about religion, or nations, 
or state policy, we being only as Masons, of the universal religion 
above-mentioned ; we are also of all nations, tongues, kindreds and 
languages, and are resolved against all politics, as what never yet 
conduced to the welfare of the lodge, nor ever will. 

3§ BEHAVIOUR WHEN BRETHREN MEET WITHOUT STRANGERS, BUT 
NOT IN A LODGE FORMED. 

Ygu are to salute one another in a courteous manner, as you 
will be instructed, calling each other brother, freely giving mutual 
instruction as shell be thought expedient, without being overseen or 
overheard, and without encroaching upon each other, or derogating 
from that respect which is due to any brother, were he not a Mason; 





ANCIENT CHARGES. 


II 


for thou eh all Masons are as brethren upon the Bame level, yet 
Masonry takes no honor from a man that ne had before; nay , rather 
it add? to his honor, especially if he has deserved well of the 
brotherhood, who must give honor to whom it is due, and avoid ill 
manners. 

4.— BEHAVIOUR IN PRESENCE OF STRANGERS, NOT MASONS. 

You should be cautious in your word* and carriage, that the 
most penetrating stranger shall not be able to discover or find on 
wliat is not proper to be intimated ; and sometimes yon sh; 1 divert 
rSTffinanage it prudently for the honor of the worshipful 

fraternity. 

r>.— BEHAVIOUR AT HOME AND IN YOUR NEIGHBORHOOD. 

You arc to act as becomes a moral and wise man, particularly 
not to let your family, friends, and neighbors know the c ° nc ®™* . 

the lodge etc. but wisely to consult your own honor, and that of 
your ancient brotherhood, for reasons not to be mentioned here. 
Y T ou must also consult your health, by not continuing . 

late or too long from home after lodge hours are put ; and by 
avoiding of gluttony or drunkenness, that your family be not 
neglected or injured, nor you disabled from work J. 

6, BEHAVIOUR TOWARDS A STRANGE BROTHER. 

You arc cautiously to examine him in such a method as 
prudence shall direct you, that you may not be .imposed upon by 
an ignorant, false pretender, whom you are to reject with contempt 
aiuAerision, and beware of giving him any hints of knowledge, 

Bin if you discover him to be a true and genuine brother, you 
are to respect him accordingly; and if he is in wai it you must ir * * 
lieve him if you can, or else direct him how he may _ be relieved. 
You must employ lam some days or else recommend hin \ . 
employed. But you are not charged to do beyond your ability , 
only to prefer a poor brother that is a good man and rue, befcie 
any other people in the same circumstances. 

Finallv. — All these charges you are to observe, and also those 
that shall be communicated to you in another way ; cultivating 
brotherly love, the foundation and cap-stone, the cement and g».o y 
of this ancient fraternity ; avoiding all wrangling and ^r^hn®, 
all slander and backoiting, nor permitting others to slander any 
honest brother, but defending bis character, and doing him al good 
ottices, as far as is consistent with your honor and safety, and no far- 
ther. And if any of them do you injury, you must apply to your o W n 
or his lodge ; and from thence you may appeal to the grand lodge, at 
the annuai communication, as has been the ancient iaudable con- 
duct of our forefathers in every nation ; never taking a legal course 
but when the case cannot he otherwise decided, and patiently 
listening to the honest and friendly advice of masters and fellows, 
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12 ANCIENT CHARGES. 

when they would prevent your going to law with strangers, or would 
excite you to put a speedy period to all law-suits, that so you ma y 
find the aflair of masonry with the more alacrity and success ; but 
with respect to brothers or fellows at law, the masters and brethren 
should kmdly offer their mediation which ought to be thankfully 
submitted to by the contending brethren ; and if that submission 
,’.s impracticable, they must, however, carry on their process or 
law-suit without w?ath and rancour, (not in the common way,) 
saying or doing nothing which may hinder brotherly love and good 
offices to be renewed and continued, that all may see the benign 
influences of Masonry, as all true Masons have done from the begin- 
ning of the world, and will do to the end of time. 

Amen, so mote it be 


Summary of the Ancient Charges and Regulations to 
be lead by the Grand Secretary (or Acting Secre- 
tary) to the Master-Elect, prior to his installation 
into the chair of the Lodge. 

1. You agree to be a good man and true, and strictly to obey 
the moral law. 

2. You are to be a peaceable subject, anti cheerfully to conform 
to the laws of the country in which you reside. 

3. \ ou promise not to be concerned in plots or conspiracies 
against government, but patiently to submit to the decisions of the 
supreme legislature. 

4. You agree to pay a proper respect to the civil magistrate, to 
work diligently, live creditably, and act honorably by all men. 

?' Y j U agree to in veneration the original rulers and patrons 
of the order of Freemasonry, and their regular successors, supreme 
and subordinate, according to their stations ; and to submit to the 
awards and resolutions of your brethren in general lodge convened 
in every case consistent with the constitution of the order. 

6. You agree to avoid private piques and quarrms, and to guard 
against intemperance and excess. 

7. You agree to be cautious in your carriage and behaviour, 
courteous to your brethren, and faithful to your lodge, 

8. You promise to respect genuine and true brethren and to 

discountenance imposters and all dissenters from the original plan 
of Freemasonry. 4 

9. You agree to promote the general good of society, to cultivate 
the social virtues, and to propagate the knowledge of the mystic art 
as far as your influence and ability can extend. ‘ 
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10 You promise to pay homage tg the grand master for the 
time being, and to his officers -when duly installed, and strict y 
conform to every edict of the grand odge. 

11. You admit that it is not in the power of any man, or 1 ody 
of men, to make innovation in the body of Masonry . 

12. You promise a regular attendance on the communications 
and committees of the grand lodge upon rocmvmj 

thereof ; and to pay attention to all the duties of freemasonry, 
upon proper and convenient occasions. j. 

13. You admit that no new lodge can be formed without 
permission of the grand master ; and that no countenance ^ght to 
be given to any irregular lodge, or any person initiated therein , and 
that nopubli/precession of Masons clothed with the l^dges of i 
order can take place without the special license of the grandmaster. 

14 You admit that no person can regularly be made a free- 
mason, oradmhtted amemhe?of any lodge witlmutprev.ou, notes 
and due inquiry into his character; and that no brother can 
vm sed t/ a lig ler degree except in strict conformity with the laws 

of the grand lcKige.^e ^ ^ visitor 8hall be received into your 

e 'without due examination, and producing proper vouchers o. 

his naving been initiated into a regular mdge. 


At the conclusion the grand master, or instalhng officer, ad- 
dresses the master elect, as follows:—" Do you subn “ t to 
“mise to support these charges, and regulation*!, mi masters ^h 
"done in all ages?” Upon his answering m the affirmative, tne 
ceremony of installation proceeds. 
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To all whom it may concern: 
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we are desirous of onramnim- » n ,l JLm-u of Ontario, and 


we are Sirens "of of S 

of Ancient Free andieceptfd >! sonsof * Gr “ d Lodge 

lierated under to^A^t'passrfl? the ?p,f e "' rc to become ineor- 

SS& r, ^T^-^Ssxhi * 

Lon “ »» 

of benXeu!^^ 

comfort the mourner anil , t il ? ve , ‘ ; " e sick and distressed, and 

in all its branches and degrees. 8 mmatc truc Masonic knowledge 

VV-oSu p S1SL“mS? t!fe “St K? “4 eiiall be: The .Most 
Master; the Itight Worshinful pJLi Worshipful Deputy Grand 

•Secretary!'* ^ 

office3 “‘il an 

B r other^John*lUd)crt^ed a ^ltiffH < Woi^hiS h i^ri ld < f r ^ d M *»terj 
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annual meeting, appoint^and sueW If ’ ?° m time to time » a * the 
shipful Grand Master ait.ii it h -f ther times as tlie Most Wor- 

together to transact any busiii Js’ nertiimW t^ti ° ° al1 the brctIl rcn 
welfare of the order y pertaining to the management and 
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DECLARATION OF INCORPORATION, IS 

The officers shall be elected at the annual meeting in each year. 

The Masters and Past Masters of Lodges, and the Wardens, for 
the time being, of Lodges, under the jurisdiction of this Grand 
Lodge, shall be entitled to be admitted to meetings of Grand 
Lodge, and to vote on all questions, including the election of 
officers. 

The election of officers shal 1 be by ba'lot, and any question that 
the Grand Lodge shall hereafter decide on to be voted on by ballot 
shall be voted on by ballot. 

Tho society may, from time to time, by a resolution, at any 
meeting regularly called, appoint any other officers that may 
be deemed necessary, and at the same time declare that such 
officers shall thereafter be elected or appointed at the annual 
meeting. 

As soon as may be convenient the Grand Master shall call the 
brethren together to frame and adopt a constitution, bylaws and 
rules of order for the government and management of the society, 
the same not being contrary to law or the provisions hereof. 

F. Westlake, 

Jno. E. Peel, 

W. H. Street, 

J. F. Latimer, 

W. W. Fitzgerald. 

I, William Elliot, Esquire, Judge of the County Court of the 
County of Middlesex, do hereby certify that the foregoing declara- 
tion was duly signed in my presence by the therein named Francis 
Westlake, John Robert Peel, William 3 I alton Street, James Francis 
Latimer, and William Wier Fitzgerald; that I have examined the' 
said declaration and duly considered its provisions, and the same * 
appears to me to be in oonformity with the Act of the Legislative 
Assembly of Ontario, thirty-seven Victoria, intituled, “ An Act 
respecting Benevolent, Provident and other Societies.” 

Will. Elliot, 

10th February, 1876. Judge Co. Court, Co. Middler x. 

I certify that a duplicate original part of the within declaration 
was duly fyled in my office, this 10th day of February, A.D. 1876. 

Henry Imlach, 

Deputy Clerk of the Peace for the County of Middlesex. 
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I certify that an original part of the w ithin declaration was duly 
fyled in the office of the Provincial Registrar for the Province of 
Ontario, on this 16th day of February A.D. 1876. 

Jno. A. W. Innes, 

Prov. Deputy Registrar. 
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CONSTITUTION OF THE GRAND LODGE 

— OF — 

5'™* rw and itttfkA ferns 


OF OaSTTJLIRIO. 


The Grand Lodge of Ancient Free and Acceptfti 
^ A n lr l 0F P NT J RI ?» in order to form perfect fraternal nn^ to 
establish order, to insure tranquillity, to provide for and promote 
the general welfare of the craft, and to secure to the fraternity of 
M “ S ° niC privUc S es > «">« and »*»!>. 

OF THE GRAND LODGE. 

t *a' T h 8t ^ e ^ title the Grand Lodge shall be “The Grand 
Lclge of Ancient Free and Accepted Mason, of Ontario.” 

,*"• ip officers of the Grand Lodge shall be respectively eW+ P( i 
.as hereim ter provided, and hold their offices for one vear^or until 
their successors shall have been regularly elected or appointed. 

munication Tallow ? ofl ! cer ’ at the annual com - 

munication, shall appoint three scrutineers, whose duty it 

shall be to codect the ballots for grand officers from the 

Sx nle&rt^Z’r 6 * fe t liv “ ed Th ® scrutineers shall 
solemnly pledge themselves to make a correct report under their 

i™t°Zr e ^. csu Jt of the ballot, and having ascertained the num- 

rTpo?ts WrlnWrf eSpeCt r° ca . nd . idates > the y shall present their 

ncLsa^ to^n elit?S m ‘‘ , ° nty ° f aI1 votes pre8e "‘ '**»* 

shall’ tat! !!, e o ctl0n . ?, nd a PP° i 1 n tment of all officers of grand lodge 
shdlbe ddf Sifl! t f e ? inua ^ oomm «nication , when those present 
i mu 1 /, * 111 ° r invested ’ and Proclaimed in ancient 01 i. 

5 . Lhe following officers shall be elected, viz. : 

By ballot of the grand lodge— 

The most worshipful the grand master. 

n £ ht “ “ deputy grand master, 
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The right worshipful the grand senior warden. 

“ junior warden , 


reverend 

worshipful 


chaplain. 

treasurer. 

registrar. 

secretary. 


By the majority of the representatives of the lodges of the rc* 
spective districts present at the annual communication — 

The right worshipful the district deputy grand masters. 

6. The following o&cers shall be openly nominated and elected 
by an open vote of the grand lodge — 

The very worshipful grand senior deacon. 

junior deacon. 


assis’t 

assis’t 


assis’t 


sup’t of works, 
director of csremonies. 
secretary. 

director of ceremonies, 
sword bearer, 
organist. 


pursuivant, 
twelve “ stewards. 

grand tyler. 

7. The grand lodge shall consist of the officers (excepting the 
grand tyler) mentioned in the two preceding articles, with all past 
grand officers, continuing to subscribe to a lodge, the masters and 
wardens of all subordinate lodges (duly returned), anti all past 
masters (duly returned), being members of a subordinate lodge; 
provided that no brother shall rank as a past grand officer, unless 
at the time of holding office in the grand long**, he was either a 
master or past master of some lodge, but this shall not apply until 
after the expiration of 12 months from the incorporation of this 
grand ledge. 

8. Should neither the worshipful master nor the wardens of a 
lodge attend any communication of grand lodge, such lodge, by its 
vote properly certified by the worshipful master and secretary, and 
under seal, may delegate any master or past master, entitled to a 
scat in grand lodge, to represent their lodge, but no proxy shall be 
valid unless the name of the brother so delegated shall have been 
written in the proxy previous to its being pigned by the worshipful 
waster and secretary of the lodge; no brother can represent more 
than three lodges. 

JL9. The rank of officers and members of grand lodge shall be as 
follows: 

The grand ma ster. 
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18 THE grand lodge. 

Past grand masters, according to seniority, 

The deputy grand master. 
vPast deputy grand masters. 

District deputy grand master, St. Clair 
l “ “ “ London 

,, “ “ Wilson 

U “ “ Huron 

.. :: :: :: 

,, „ Hamilton 

(< 4 “ Niagara 

„ “ “ Toronto 

<( “ “ Ontario 

<< u “ I Prince Edward 

„ <( “ St. Lawrence 

“ Ottawa 

« *ast district deputy grand masters. 

Grand senior warden. 

Past “ “ “ 

( frand junior warden. 

Past “ “ << 

Grand chaplains. 

Past “ “ 

Grand treasurer. 

Tast “ “ 

Grand registrar. 

Past “ “ 

Grand secretary. 

Past “ “ 

G rand senior deacon. 

Past “ “ “ 

Grand junior deacon. 

Past “ “ “ 

Grand superintendent of works. 

Past “ “ u 

Grand directors of ceremonies. 

Past n “ tt 

Assistant grand secretary. 

Past “ “ «« J 

Assistant grand director of ceremonies. 

Past “ “ a (. 

Grand sword hearer. 

Past “ “ <• 

Grand organist. 

Past “ “ 

Assistant grand organist. 

Past “ “ <« 

Grand Pursuivant. 

Past “ 


district. 


THE GRAND LODGE. 
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Grand stewards. 

Past “ 

The masters, past masters, and senior and junior wardens of 
subordinate lodges, in the order of the numbers of their respective 
lodge warrants. 

10. No brother shall be eligible to any elective office in the grand 
lodge, unless he has been regularly installed worshipful master of a 
subordinate lodge ; after this grand lodge has been m existence for 
12 months. 

11. Should any vaeaney occur in any office of the grand lodge, 
the graud master shall appoint a qualified brother to supply the 
place, pro tempore. 

12. Brethren of eminence and ability who have rendered service 
to the craft, may, by a vote of the grand lodge, be constituted 
members of the grand lodge, with sueh rank and distinction as may 
be thought proper. 

13. No member of the grand lodge shall attend therein without 
his proper jewel and clothing, nor wearing any jewel not recognised 
by the grand lodge. 

14. Should any lodge have negleeted to make its returns and 
payments to the grand lodge for more than one year, the master, 
wardens, or other representatives of sueh lodge, shall not be per- 
mitted to attend any meeting of the grand lodge until sueh returns 
and payments shall have been completed. 

15. No brother shall be permitted to attend the grand lodge as 
master, past master or ward an, until his name and appointment 
shall have been duly returned and transmitted to the grand seere* 
fcary’s offiee. 

16. The annual communication of the grand lodge shall beholden 
on the first Wednesday in June, at w hich the place of holding the 
next communication shall be decided. None but members shall be 
present at these communications, w ithout permission of the grand 
master. No vis tor shall speak to any question unless requested to 
do so by the grand master, nor shall he on any occasion bo permitted 
to vote. 

17. The grand master, or in his absence from the Province, the 
deputy grand master, er in his like absence, the graud wardens may 
summon and hold grand lodges of emergency, whenever the good of 
the eraft shall in their opinion require it ; the par tieular reason for 
convening sueh lodge of emergency shall be expressed in the sum- 
mons, and no other business shall be entered upon at that meeting. 

18. If at any grand lodge, stated or occasional, the grand master 
be absent, the lodge shall be ruled by the grand officer next in rank 
and seniority who may be present ; and if no grand officer be 
present, by the master of the senior lodge. The grand lodge is 
declared to be open in ample form when the grand master is present; 



thb grand lodge. 

when a past grand master or the deputy presides - at 
all other times only inform, yet with the same authority • ’ at 

< ). 1 he powers of any pro tempore presiding offieer slr-JI u 4.1.. 
0 na thoae P ro P®riy belonging to the office so filled by him! 

sssfessai 
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wT* d ’ and 1 eith ® deliveral ptr.omliy'or'aMt tT» 0 T to b< t? g 
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the gran ’ secretary, whi shall kVrtS w delivered in writing to 
eommmittee appointed by g ran d lodge Wl?o 6 if an< ^ mas ter or 
have h summoned to attend thereon IndVl * e pa ^ s ? ha11 
been investigated, such ordrr «n ^ ue case s ^ la ' 1 - have 

,halll)0 "‘horizea by the taw. and M 
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■nother, the member presenting it’ sha be reaMnliWe thT' f V 
paper does not contain anv imnrnd^ «,«*+« ponsihle * hat such 

Mec 01 *ous language y 1 1 * r matter ’ or an y offensive or 

assume the grand* master’^ chair-* tho a 1 P 1f t f ranc * ” laster shall 
absence of tlwgrandmiurter, 

heotiatiohs non the covebb ™ ST „„ Tms n b and douce duhinc 

THE TIME OF BUSINESS. 

appointment ^SitttsElbeT.t *1£ the 

ingand hearing petitions- ti i ,««!!* in order , then the present- 
appointed, and tlie unfinished lnurn^ 8 ° f c ? r mittot3S previously 

o&bueineM shall SSed^wirTir motio ? « 

Grand Lodge, until the (omer is disced “f o£ tho 

3 . All matters are to be decided by a majority of votes, each 
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lodge having three votes, each past master one vote, each officer of 
the grand lodge, except the grand tylcr, not othorwiso entitled to 
vote, shall have one vote by virtue of his office, and the grand 
master a casting vote in case of equality. Where any subject can 
be satisfactorily settled by an open vote, the votes of the members 
are always to be signified by each holding out one of his hands, 
which uplifted hands the grand wardens or grand deacons are to 
count, unless the nnmber should be so unequal as to render count* 
iug unnecessary ; but any brother may demand a ballot on any 
question, either before or immediately after an open vote shall have 
been taken, except in the case of election of officers as before 
provided. 

3. No brother shall speak twice to the same question, unless in 
explanation, or the mover in reply. 

4. Every one who speaks shall rise and remain standing, address- 
ing himself to the gran d master ; nor shall any brother presume to 
interrupt him, unless to address the grand master to order, or the 
grand master shall think lit to call him to order ; but after he has 
b en set right he may proceed, if he preserve due order and decorum. 

5. If any member shall have been twice called to order for 
transgressing these rules, and shall nevertheless be guilty of a third 
offence at the same meeting, the grand master may peremptorily 
command him to leave the grand lodge for that communication. 

6. Whoever shall be so unmasonic as to hiss at a brother, or 
what he has said, shall be solemnly excluded the communication, 
and declared incapable of being a member oi the grand lodge, until 
at another time he publicly own his fault, and grace be granted. 

7. No motion on any new subject shall be made, nor any neAV 
matter entered upon after eleven o’clock at night. 

8. No notice shall bo entertained for altering or amending the 
laws, rules or regulations of this grand lodge, or for adding a new 
law, rule or regulation thereto, without notice in Avnting stating 
the amendment proposed, having been given at the communication 
previous to that wnicli it is to be brought before grand lodge, and 
no alteration or addition to the constitution shall De made binding 
unless supported by two thirds of the votes present. 

OF GRAND MASTER. 

1. The grand master shall, according to ancient usage, be elected 
aud installed at the annual communication. 

2. In the temporary absence of the grand master from the 
Province, notified by him to the grand secretary, the deputy grand 
master shall possess all the powers of the grand master ; and should 
the grand master die during his term of office, or be rendered 
incapable of discharging the duties thereof, by sickness, permanent 
absence from the Province, or otherwise, the deputy grand master 


w 


22 OF DEPUTY GRAND MASTER. 

shaU forthwith assume the functions of grand master until the next 
-vouua • election ; and should the deputy grand master dio previous 
to sueh election, the grand wardens shall immediately summon a 
grand lodge to elect a grand master. 

3. rhe grand master, under sanction of the grand lodge, may by 

warrant appoint any brother of eminence and skill to represent the 
grand lodge in a lister grand lodge. He may aLo with the concur- 
eonof of the grand lodge, constitute any distinguished brother, who 
may be regularly deputed from i sis'er grand lodge, a member of 
the grand lodge of Ontario, with such rank ns the grand lodge mav 
deem to be appropriate. J 

4. The grand master has full authority to preside in any lod«*e, 
and to order any of his grand officer* to attend him. His deputy is 
to be placed on his right and the master of the lodge on on his left, 
hand. His wardens are also to act as wardens of that particular 
o g( j i his presence ; but if the grand wardens be not present 
then the grand master may command the wardens of the lodge or 
an y nuwter Masons, to act as his wardens pvo teinpovc* 

5. The grand master may send his grand officers to visit any 

lodge he may think proper. * 

®* ' S^d master may summon any lodge or brother to 
attend him, and to produce the warrant, books, papers and accounts 
of such lodge, or the certificate of such brother. If the summons 

hn Vi at AAmvtliAd ~ _ An • i • 


it such summons be not attended to, such lodge or brother mav be 
suspended, and the proceeding notified to the grand lodge. 

7* The grand mai ser shall not be applied to officially on any 
business concerning Masons or Masonry, but through the grand 
thedeput y grand master or the district deputy grand 

OF DEPUTY GRAND MASTER. 

1. Th deputy grand master has full authority, unless the 
grand master be present, to preside in any lodge which he may 
visit, with tho district deputy grand master on the right hand, and 
and the master the lodge on his left hand. The grand wardens it 
present, are to act as wardens of that particular]* IgeTringthe 

T tm : iance but * grand wardens be 

f ie <leputy KaHtcr ma Y command the 

wardens of the lodge, or any other m , ,, masons, to act as his 
wardens pro tempore, * llia 

OF DISTRICT DEPUTY GRAND MASTER. 

i V d S tricfc . de l» ufr y grand master, for each district, shall be 
electee by the majority of representatives of the lodges of such 
district at the annual communication. IJo must be a pa it mast- 
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aud a resident in the district for which lie is elected. Such elec- 
tion shall bo openly declared in grand lodge by the grand master. 

2. He may preside in every lodge he visits with' his district, 
with the master of tho lodge on his right hand. 

3. It shall bo the duty of the district deputy grand master to 
visit all the lodges in his district during bis term of uflice, to see 
that such lodges are working in accordance with the ritual adopted 
by the grand lodge, and that returns have been regularly forwarded, 
with all fees and dues that may have accrued; and on refusal or ne- 
glect on the part of any lodge to make stub returns and payments, 
ho may susjiend such lodge. 

4. He may hear and determine any subject of Masonic complaint 
or irregularity, respecting lodges or individual masons witmn his 
district, and may proceed to admonition or to suspension, until the 
decision of the grand master shall be known thereon. A minute of 
all such proceedings, stating the offense and the law applicable to 
it, together with his decision, shall be transmitted to the grand 
master through the grand secretary; and w hen the case is of so 
flagrant a nature as, in the judgment of the district deputy grand 
master, to require the erasure of a lodge or the expulsion of a bro- 
ther, he shall make special report to the grand lodge, with his 
opinion th ereon. 

5. The district deputy grand master has no power to expel a 
Mason; when satisfied that any brother ha* been unjustly or ille- 
gally suspended, removed or excluded from any of his Masonic 
functions or privileges, by a lodge within his district, he 
may order him to be immediately restored, and may sus- 
pend until the next communication of the grand lodge, the lodge or 
brother who shall refuse to comply with such order; aud shall im- 
mediately report the circumstances to the grand master. 

G. If the district deputy grand master shall neglect to proceed 
on any case or business which may be sent for his decision, within 
a reasonable time, the application or complaint may be transmitted 
to the grand secretary. An apjieal, in all cases, lies from the dis- 
trict deputy grand master to the grand master o,r grand lodge. 

7. The district deputy grand master may summon any lodge or 
brother within his district to attend him, and to produce the war- 
rant, books, papers and accounts of such lodge, or the certificate of 
such brother. If the summons is not complied with, nor a sufficient 
reason given for non-compliance, a peremptory summons shall be 
issued; and in case of contumacy he may suspend the lodge or 
brother, as before provided. 

8. He lias power to give or to refuse consent for the removal of 
a lodge from town to town within his district, but not from his 
diatrict into another, nor from another district into his own, with- 
out tlie sanction of the grand master. 
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2 4 OF GRAND WARDENS, CHAPLAIN, ETC. 

< \ He has p^wer to grant dispensations for festivals and public 
professions, re L mting the same to the grand master. 

10. He is required to correspond with the grand lodge, and to 
transmit to the grand secretary, at bast fourteen day prior to the 
annual communication, a circumstantial account, in writing, of his 
proeee* ine> and of the s*ate of Masonry within his district; to. 
gether with a list of sncfc lodges as may have been constituted 
since his last return, and the fees due thereon to the grand lodge. 

11. He may appoint a district chaplain and secretary, during 
pleasure, but they shall have no rank in grand lodge by virtue of 
such office. 

OF GRAND WARDENS. 

1 When the actual grand wardens are in grand lodge, no others 
can supply their places; but in their absence, the senior past war- 
dens pres nt shad act pro tempore. If no past grand warden be 
present, the grand master may direct any other member of grand 
lodge to act as grand warden for that occasion. • 

2. The grand wardens, whenever commanded, are to attend the 
grand master, and while he presides in any particular lod«e, are to 
act there as his wardens. 

OF GRAND CHAPLAINS. 

1 The grand chaplains shall attend all communications and ether 
meetings of the grand lodge, and there offer up solemn prayer, 
suitable to the occasion, as established by the usages of the frater- 
nity. 

OF GRAND TREASURER. 

1. The grand treasurer shall give a joint bond, with two sure- 
ties, to uie grand master and deputy grand master, in such penalty 
and with such conditions as may be deemed expedient for the due 
performance of his trust. 

2. To the grand treasurer shall be committed all moneys raised 

to ( r *“? benefit, or for any other public useoi the fraternity, 

oi which he shall keep an account in a book specifying the respec- 
tive uses for which the several sums are intended; and shall dis- 
burse the same m such a manner as the grand lodge or other proper 
authority shall direct, and produce his accounts of receipts and 
disbursements before every regular communication, or when called 
loyy the finance committee; and these accounts shall be annual? v 
audited by the committee, who shall make their report thereon at 
the annual communication. 1 

OF GRAND REGISTRAR. 

grand registrar shall have the custody of the seals of 

grand lodge, and shall affix, and may authorize the grand sec- 
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retary to affix the same to all patents, warrants, certificates, and 
other documents issued by authority of the grand lodge, together 
with such as the grand master, in conformity with the laws and re- 
gulations of the grand lodge may direct. 

2. The grand master may, by a written document, direct the 
grand registrar to take charge of any district for which there is not 
a district deputy grand master, and he shall thereby be empowered 
to perform all the functions of a district deputy grand master. 

OF GRAND SECRETARY. 

1. The grand secretary is to sign and certify all instruments 
from the grand lodge, under seal or otherwise; to issue summonses 
for all meetings of the grand lodge and of any committee of which 
he shall be directed by the grand master or grand lodge, and to at- 
tend and take minutes of their proceedings, to receive the returns 
from the several lodges, and to enter them in the books of the 
grand ledge, and duty report the same at each annual communica- 
tion of the grand lodge; to transmit to all lodges the proceedi gs of 
every communication or other meeting of grand lodge, and all such 
other papers and documents as may be ordered* either by the grand 
master or the grand lodge; to notify all lodges, annualty , of all 
expelled, restored, suspended or excluded members for the year; 
to furnish the district deputy grand master and grand lodge com- 
mittees with all proper documents and information they may re- 
quire; to receive all petitions, memorials, &c., and to lay them be- 
fore the grand master or other proper authority; to attend the 
grand master or committees, and to take to him or them any books 
or papers ho or they may direct; to conduct the correspondence of 
the grand lodge; to receive, credit and record all moneys of the 
grand lodge, and to pay over the same without delay to the grand 
treasurer, and annually report the amount received, anti generally 
to do all such things as heretofore have or should have been done 
by a grand secretary. 

OF GRAND DEACONS. 

1. If the grand deacons be absent the grand master or prodding 
officer may appoint any members of the grand lodge to officiate 
pro tempore. 

OF GRAND SUPERINTENDENT OF WORKS, GRAND DIRECTOR OF 
CEREMONIES, ASSISTANT GRAND SECRETARY, ASSISTANT GRAND 
DIRECTOR OF CEREMONIES, GRAND SWORD BEARER, GRAND 
ORGANIST, ASSISTANT GRAND ORGANIST, GRAND PURSUIVANT, 
GRAND STEWARDS, GRAND STANDARD BEARERS, AND GRAND 
TYLER. 

1. The grand superintendent of worl'e is to advise with the grand 
master on all plans of buildings, or edifices, undertaken by grand 
lodfite, and furnish clans and estimates for the same; he is to super- 
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26 or GRAND DIRECTOR OF CEREMONIES, ETC. 

intend then construction and see that they are conformable to th* 
plans approved by the grand master and grind lodge ^ he is to a 
gest improvements, where necessary, in afi the edifices oftLi3* 
lodge, and on the first meeting in every vear rennrt ntf * 

S r »>•«>«< “ of JL e<8E,X So ZXTzr rl 

ports, from tune to time, as he may deem expedient. 

2. The grand director of ceremonies, in addition to his other 
duties, has the care, during the session of grand lodge of the 
regalia, clothing, insignia and jewels belonging to the rafid lo<W 

3. Tli e grand pursuivant shall preserve order in the norch if 
H“ l ' n S of the grand lodge, and with the ListaW the 
brethren nominated for attendance there, see that none excent tt 1.0 

who have their proper 

and have signed their names to the accustomed pa and - * in 

all respects, entitled to admission, be admitted. P P ' * 

4. Twelve grand stewards shall be annually elected Thev ahaii I 
ter u 

are to carry the standards of the grand lodge and grand^ Wpr and 
all grand ceremonies. They arc nft, however! hv t£ anJSSStaLT 

rraed officer , t le '° dse ’ are they to "oar *he effithing of a 

„3< A i! y >tf‘" ld °* cer on titled to have a standard, mav when, 
master Mason! 6 1,eC “ a,y ’ “1*°^ * st »"dard bearer who it be a 

7. Tli grand txjler is to attend all meetings 6f the grand lnd™ 

^^ 3 %*™** and SCe tliat ”»• 

I 

OF SUnOBDINATE LODGES. 

«r-+u’+i? , ^ e °^ C f rS ff a . ledge are the master aud his two wardens 1 

cm emit ““ f k ?f 

“- Every lodge shall annually elect its master, wardens chan- 
ain, treasurer, secretary, deacons, and inner guard, by ballot such 
master having served as warden of a warranted lodge for one *y<£? 
and at the next regular meeting following his election after the 
minutes shall have beenreadantl approved, he si all be duly installed 

the* direct a $ 0rdlng to .ancient usage, lie shall then appoint 
the director of ceremonies, stewards and other oflicers • 
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also, all committees for conducting the business, of the lodge, and 
shall invest all the elected and appointed officers. Tylers are to be 
chosen by an open vote of the lodge. 

3. Every lodge has the power of framing by-laws for its own 
government, provided they are not contrary to or inconsistent with 
the general regulations of the grand lodge. The by-laws must be 
submitted to the district deputy grand master, for the approbation 
of the grand master, and when approved, a fair copy must be sent 
to the grand secretary, and also to the district deputy grand master: 
and, when any alteration shall bo made, such alteration must in 
like manner be submitted ; and no law or alteration shall he valid 
until so submitted and approved. 

4. The by-laws of a lodge shall be fairly written or printed in a 
book, and shall be delivered to the master on the day of his install- 
ation, when he shall solemnly pledge himself to observe and enforce 
them during his mastership. Every brother shall also sign them 
when he becomes a member of the lodge, as a declaration of his 
submission to them ; and every member shall, at all reasonable 
times, have ascess to such by-laws, which should be printed for the 
use of the lodge, and delivered to the members. 

5. The master is responsible that a book, or books, be kept, in 
which the secretary shall enter the names of the members of the 
lodge, and of all persons initiated or admitted therein, with the 
dates of their proposal, admission or initiation, passing and raising; 
and also their ages, as nearly as possible, at that time, and their 
titles, professions, or trades, together with such transactions of the 
lodge as are proper to be written. 

6. The regular days of meeting of the lodge shall be specified in 
the by-laws. 

7. A lodge of emergency may, at any time, be called by sum- 
mons, giving seven clear days’ notice, by the authority of the mas- 
ter, or, in his absence, of the senior warden, or, in his absence, by 
the junior warden, but on no pretence without such authority. A 
lodge of emergency for the purpose of attending a funeral of a de- 
ceased brother may be called at any time without the ordinary seven 
days’ notice, by the worshipful master, or in his absence by the 
senior warden, or in his absence by the junior warden, 
but not without such authority. The particular 
reason for calling the lodge of emergency shall be expressed in the 
summons, and afterwards recorded in the minute oook, and no 
business but that so expressed shall be entered upon at such meet- 
ing. No lodge has the power of adjourning from day to day. 

8. Every lodge shall keep a book, in which the members attend- 
ing at each meeting shall sign their names before entering the lodge, 
and a similar book or a portion of the same book for visitors, who 
are in like manner to enter their names, Masonic rank, and the 
name of their mother lodge, or lodge from which they hail. 
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9. The precedency of lodges is derived from the number of their 
warrant of constitution, as recorded in the books of the grand lodge. 
No lodge shall be acknowledged, nor any of its officers admitted 
into the grand lodge, nor any of its members entitled to partake of 
the general benefits, or other Masonit privilege, unless it has been 
regularly constituted and registered. 

10. No lodge shall on any pretence make more than five new 
brothers in one day, nor until they have been balloted for and 
approved ; nor can a rejected applicant for initiation be balloted 
for again in the same or any other lodge within six months from the 
time of such rejection ; nor shall a higher degree in Masonry be 
conferred on any brother at a less interval than four weeks from his 
receiving a previous degree, except by dispensation from the grand 
master, nor in any case until he has passed an examination in open 
lodge in such previous degree. 

11. No lodge shall make a Mason for a less consideration than 
§20. This is not to extend to the making of serving brethren, who 
may be initiated, provided that no fee or reward in such case be 
taken, and that a dispensation from the grand master, or the district 
deputy grand master, be first obtained. 

12. Every candidate initiated in a lodge becomes a member 
thereof from the date of his initiation, and is liable for the regular 
lodge dues. 

13. Every lodge must be particularly careful in registering the 
names of the brethren initiated therein, and also in making the 
return of its members ; as no person is regularly entitled to partake 
of the benefits unless his name be duly registered, and he shall 
have been at least six months a master Mason. 

14. To prevent injury to individuals, by their being excluded 
the privileges of Masonry, through the neglect of their lodges in 
not registering their names, any brother so circumstanced, on pro- 
ducing sufficient proof that he has paid the full fees of liis lodge, 
shall be capable of enjoying the full privileges of the craft. But 
the offending ’odge shall be reported to the grand lodge and rigor- 
ously proceeded against for neglecting to make the proper return, 
and defeJmng moneys which are the property of the grand lodge, 
and which had been paid to the lodge for specific appropriation. 

15. The master is to see that all moneys received or paid on 
account of the lodge bo entered in proper books by the secretary 
and treasurer, and that the account of fees and dues received on 
account of and payable to the grand lodge is kept separate and dis- 
tinct from the moneys belonging to the private fund of the lodge. 
The accounts of the lodge shall be audited at least once in every 
year, by a committee appointed by the lodge. 

' 16. Each lodge shall procure for every brother initiated therein 

a grand lodge certificate, to be paid for by the lodge. 
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forbidden on any pretence whatever, and no portion of any lodge 
fund* shall be devoted to the purchase of refreshments or entertain- 
ments of any kind. 

23. The grand lodge shall exercise and enjoy full and com- 
plete and corrective powers in all eases relative to tho 
fraternity within the Province of Ontario. It shall have power to 
..ssess such contributions from time to time as may bo necessary for 
the purpose of enabling tho grand lodge to pay to the widow and 
orphan children of any brother dying in good standing the sum of 
5?50, which shall be advanced by the lod-e with which he shall 
have been longest connected, to be refunded by the grand lodge at 
i ts next session, which shall be paid upon the order of the master 
of the lodge to which the deceased brother belonged, countersigned 
by the secretary, and under the seal of the lodge. 

24. It shall be the duty of every subordinate lodge to pay to 
any brother in good standing during disabling illness the sum of 8*3 
per week, the same to be drawn and paid by the master on the 
certificate of attending physician, or of the wardens of the lodge. 

25. A member suspended for non-payment of dues shall be 
nnmedately restored by the lodge without a fresh ballot, on pay- 
ment being made of all arrears owing at the time of his suspeffeiofi, 
and of the regular lodge dues for the period he was so suspended, 
notice thereof bung given to the grand secretary, end the district 
deputy grand master of the district in which the lodge is situated. 

26. The jewels and furniture of every lodge belong to acd arc the 
property of the master, wardens, and brethren of such lodge. Nor 
shall any jewel be worn in a lodge other than those specified for the 
officers, except such honorary or other jewel as shall appertain to 
or be consistent with thoi-e degrees which arc recognized and 
acknowledged by the grand lodge. 

27. All minutes, lists, and books of account belonging to a lodge 

must be produced by the master when he shall be so required bv 
competent authority. 1 * 

..R. The majority of the members of a lodge, when congregated, 
have the privih ge of giving instructions to the master and wardens, 
or other representative, before the meeting of the grand lod«*c 
because such officers are their representatives, and are supposed to 
speak their sentiments. 

29. Each lodge shall annually make a return to the grand 
secretary, of the master, wardens, and past masters of the lodge, 
including all members who claim to be entitled to attend in grand 
lodge as past masters, as having served the office of master in some 
other lodge, specifying the lodge in which each of such past masters 
uave serv ed the office of master ; and no brother tliall be permitted 
to attend in grand lodge, unless his name shall appear in some such 
return. 
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30. Emh lodge shall make it*, returns and payments semi- 
annually to the grand secretary, and in ease of neglect for more than 
011 . year to make such return? and payments, or, if the > lodge does 
not meet during that period, it is liable to be era id. The master 
and wardens, or other representative of any lodge which shall have 
neglected for more than one year to make such returns and 
payments to the grand lodge, are thereby disqualified from attend- 
ing the grand lodge or sitting upon any committee until these 
retnms and payments shall have oeen completed. 

31. By a vote of the lodge, the dues of any member in indigent 
circumstances may he remitted. 

32. If a lodge he dissolved, its warrant and records ihall be 
delivered up to the grand master. 

33. If the warrant of constitution of a lodge be sold, or procured 
by any other means than through the regular channel of petition to 
the grand master, such warrant shall be forfeited and the lodge 
erased. 

34. As every warranted lodge is a constituent part )f the. grand 
lodge, in which assembly all the power of the fraternity resid s, it 
is clear that no other authority can destroy the power granted by a 
warrant ; if, therefore, the majority of any lodge should determine 
to quit the lodge, the constitution, or power of assembling remains 
with the rest of the members ; provided their number be not less 
than seven, otherwise the warrant ceases and becomes extinct ; and 
all the authority thereby granted or enjoyed shall revert to the 
grand lodge, together with the funds and property of said lodge. 

35. No lodge shall be erased or its warrant declared forfeited, 
until the master, or in his absence the wardens, shall have 
warned in writing of their offence, and shall have been summoned 
to answer to the complaint made against them. 

36. If any lodge, or its master and wardens, be summoned to 
attend, or to produce its warrant, books, papers or .accounts to 
the grand master, his deputy, the district deputy grand master, or 
any committee authorized by the grand lodge, and do not comply or 
give sufficient reason for non-compliance, a peremptory summo n 
shall be issued ; and, in case of contumacy, such lodge may be 
suspended, and the proceeding notified to the grand lodge. 

37. A lodge offending against any law or regulation of the craft, 
to the breach of which no specific penalty is atta ied, shall, at the 
discretion of the grand lodge, the grand master, the district deputy 
;/rand master, or a committee appointed by the grand master, be 
subject to admonition or suspension, as before provided. 

OF MASTERS AND WARDENS OF LODGES. 

1. All preferment among masons shall be grounded upon real 
worth and personal merit only ; therefore no brother shall be elect- 
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ed master of a lodge or appointed to any office therein merely on 
account of seniority or rank. No master elect shall assume the 
master’s chair until he shall have been regularly installed, though 
lie may in the interim rule the lodge. 

2. Every master, before being placed in the chair, shall solemnly 
pledge himself to observe all the old established usages and customs, 
and to preserve the landmarks of the order, and most strictly to 
enforce them within his own lodge. 

3. The master and wardens of a lodge are enjoined to visit other 
lodges as often as they conveniently can, in order that the same 
usages and customs maybe observed throughout the craft, and a 
good understanding be thereby cultivated among Freemasons. 

4. The master is responsible for the due observance of the laws 
relating to private lodges, and is bound to produce all books, min- 
utes and accounts when required by any lawful authority. 

5. If the master should die, be removed, or be incapable of dis- 
charging the duties of his office, the senior warden, and in the 
absence of the senior warden, the junior warden shall act as mas- 
ter, in summoning the lodge until the next election of officers. 

6. If the master be not present, the immediate past master, 
or if he be not present, the senior past master of the lodge present 
shall take the chair. If no past master of the lodge be present, 
then the senior warden, or, in nis absence, the junior warden, may 
rule the lodge but not confer degrees. 

7. A past master of any other lodge may be invited to officiate 
as master, and may confer Bgrees or perform any other ceremony. 

• 8. The master and wardens of every lodge, when summoned to 
do so, shall attend the grand master, his deputy, the district deputy 
grand master, the grand lodge, or any committee authorized by thf? 
grand lodge, and produce the warrant, minutes, and books of the 
lodge under pain of suspension, and being reported to th . 
grand lodge. 

9. No warden or other officer of a lodge can resign his oflk 
nor can he be removed, unless for a cause which appears to tL 
lodge to be sufficient; but if the master be dissatisfied with the 
conduct of any of his officers, he may lay the cause of complaint 
before the lodge ; and if it shall appear to the majority of the breth- 
ren present that the complaint is well founded, he tliall have the 
power to displace such officer, and another must be elected or 
appointed in his place. 

, OF TYLERS, 

1. The tyler is to be chosen by the members of the lodge, and 
may at any time be removed, for cause deemed sufficient, by a 
majority of the brethren present at a regular meeting of the lodge. 
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2. He is to see that every member or visitor has signed his name 
to ihe attendance book before entering the lodge, and that he is 
provided with proper clothing. 
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OK MEMBERS AN®' THEIR DUTY. 

1. No brother shall be admitted a member of a lodge, unless the 
laws of the craft relating to the proposing and admitting of candi- 
dates shall have been strictly complied with. (See proponing 
mnnheru. ) 

2. A brother who has been concerned in making masons 
clandestinely, or at a lodge which is not a regular lodge, or for 
small or unworthy considerations, or w ho may assist in forming a 
new lodge without the grand master’s au'hority, shall not be admit- 
ted as a member, nor even as a visitor, into any regular lodge, nor 
partake of the general bcnelit or other Masonic privilege, till he 
make due submission and obtain grace. 

3. No brother shall presume to print or publish, or cause to be 
printed or published, the proceedings of any lodge or any part 
thereof, or the names of the persons present at such lodge, without 
the direction of the grand master, or the district deputy grand 
master, under pain of being expelled from the order. This law is 
not to extend to the writing, printing, or publishing of any notice 
or summons issued to the members of a lodge, by the authority of 
the master, or the proceedings of any festival or public meeting at 
which persons not Masons are permitted to bo present. 

4. Any brother who shall violate the secrecy of the ballot on 
candidates for initiation or membership, by stating how lie voted 
or iutended to vote, or by endeavoring to ascertain how a brother 
voted, or if he should be aware and mention it to another brother, 
shall render himself liable to severe Masonic censure, and, for a 
second offence, to expulsion. 

5. The majority of the members present at any lodge, duly sum- 
i oned, have an undoubted right to regulate their own proceedings, 
provided that they are consistent with the general laws and regula- 
tions of the craft ; no member, therefore, shall be permitted to 
enter in the minute book of his lodge a protest against any resolu- 
tion or proceeding which may have taken place, unless it shall 
appear to him to be contrary to the laws and usages of the craft, 
and for the purpose of complaining or appealing to a higher Masonic 
authority. 

6. If .any member shall be under suspension or exclusion from 
his lodge, or shall withdraw himself from it without having com- 
plied with its by-laws, or with the general regulations of the craft, 
lie shall not be eligible for admission to any other lodge. When- 
ever a member of any lodge shall resign, or whenever, at a future 
time, he may require it, he shall lie furnished with a certificate of 
his standing; and such certiiicate is to be produced to any other 
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lodge, of which he is proposed to be admitted a member, previous 
to ballot being taken. 

7. A11 differences between, or complaints of members, that can* 
not be accommodated privately, or in some regular lodge, shall be 
redueed into writing and delivered to the grand secretary, who shall 
lay them before the grand master, the district deputy grand mas* 
ter, or a committee appointed for sueh purpose. When all parties 
shall have been summoned to attend thereon, and the case shall 
have been investigated, sueh order and adjudication shall be made 
as shaU be authorised by the by laws and regulations of Masonry. 

8. A Mason offending against any law or regulation of the craft, 
to the breach of which no specific penalty is attached, shall, at the 
discretion of the grand lodge, or any of its delegated authorities, be 
subject to admonition or suspension, or, by the grand lodge only, to 
expulsion. 

OF HONORARY MEMBERS. 

1. A brother who may have rendered any serviee to the craft 
in general, or to any particular lodge, may, by a balled of the lodge, 
be elected an honorary member of such lodge, without benefits. 
The lodge must include honorary members in its return to grand 
lodge, and pay to the grand lodge similar dues for sueh honorary 
members as are payable for ordinary members. 

2. Honorary membership does not confer the right of voting in 
the lodge unless specially conferred by an unanimous ballot at the 
time of such election. 

OK PROPOSING MEMBERS. 

(Ireat discredit and injury having been brought upon our ancient 
and honorable fraternity, from admitting members and receiving 
candidates without due notice being given, or inquiry made into 
their characters and qualifications; and also from the passing and 
raising of masons without due instruction in the respective degrees, 
it is determined that, in future, a violation or neglect of any of 
the following laws, shall subject the offending lodge to erasure, be- 
cause no emergency can be allowed as a justification. 

1. No brother shall be admitted a member of a lodge without a 
proposition in open lodge, at a regular meeting, nor until his name, 
occupation and plaee of abode, as well as the name and number of 
the lodge of which he is or was last a member, or in which he was 
initiated, shaU have been sent to all the members in the summons 
for the next stated lodge meeting, and the decision of the brethren 
ascertained by ballot. When a lodge has ceased to meet, any for- 
mer member thereof shall be eligible to be proposed and admitted a 
member of another lodge, on producing a certificate from the grand 
secretary, stating the fact, and specifying whether the brother has 
been registered and his dues paid. 
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2. No person shall be made a Mason unless he has resided six 
months in the jurisdiction of tlielodgeto which he seeks admission, or 
produces a certificate of chamctor from the nearest lodgo to the 
place of his previous residence; nor until he has 3ii properly pro- 
posed at one regular meeting of the lodge, and a committee has 
been appointed by the worshipful master to make the necessary 
enquiries into the character of the candidate, and his name, age, 
addition or profession and place of abode shall have been sent to all 
the members, in the summons for the next regular meeting, when 
after the eommittee have reported to tho lodge, in his favor, he 
must be balloted for, and, if approved, ho may be initiated into the 
first degree of Masonry ; but should the report be unfavorable, he 
shall be considered a rejected candidate. 

3. In case of emergency, the following alteration, as to t he mode 
of proposing a candidate, is allowed. Any two members of a lodge 
may transmit, in wilting to the master, the usual declaration of any 
candidate whom they wish to propose, and the circumstances which 
cause the emergency ; and the master, if tlie emergency be proper, 
shall issue a notice to every member ; appoint a committee i * 
before provided ; and at the same time summon the lodge to meet 
at a period of not less than seven clear days from the issuing of the 
summons, for the purpose of balloting for the candidate; if the 
candidate be then approved, he may be initiated in the first degree 
of Masonry. The master shall, previous to the ballot being cal in, 
cause the said proposition, and the emergency stated, to be recorded 
in the minute book of the lodge. 

4. No person under the age of twenty-ouc years shall he made 
a Mason in any lodge, unless by dispensation from the grand master, 
nor shall any dispensation suspend the operations of the law requir- 
ing seven days* notice, or committee of enquiry, or the ballots 
Every candidate must be free-born, and, at the time of imtiatic 
be known to be in reputable circumstances. He should be a lover 
of the liberal arts and sciences, and have made some progress in 
one or the other of them ; and he must, previous to his initiation, 
subscribe his name at full length to a declaration of the following 
import,* viz. : — 

To the ivor shipful master, vxtrdcns, and brethren of 
Lodge , No. — , , Ontario : 

, of the of , in the eounty of 

1 f aged — years, being free by birth, and of mature 

age, do declare that, unbiassed by the improper solicitation of 
friends, and uninfluenced by mercenary or other unworthy motives, 
I freely and voluntarily offer myself a candidate for the mysteries 
of Masonry; that I am prompted by a favorable opinion eonceived 


•Any individual who cannot write is consequently ineligible to be admitted 
into the order. 
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of the institution, and a desire of knowledge; and that 1 will cheer- 
fully conform to all the ancient usages and established customs of 
the order. 


Witness my hand this 
Ueeommendvd by 


day of 


, A. L. 58- . 


5. A petition hav mg been received, it cannot be withdrawn. 

U. No person shall be made a Mason in or admitted a member 
of a lodge, if, on the ballot two black balls appear against him. 
Some lodges wish for no such indulgence, but require tho unanimous 
consent of the members present ; the by-laws of each lodge must, 
therefore, guide it in this respect, but if tliero bo two black balls, 
such person cannot, on any pretence, be admitted. 

7. Every candidate shall, on his initiation, solemnly promise to 
submit to the constitution, and to conform to all the usages and 
regulations of the craft, lie must sign the by laws of tho lodge on 
his initiation, a copy of which, together with a eopy of the constitu- 
tion of grand lodge, shall then be presented to him. 

8. *A rejected candidate cannot he balloted for in the same, or 
any other lodge, within six months from the time of his rejection, 

OF THE LODGE SEAL. 

1. Every lodge shall h§ve a Masonic seal, to he aflixed to all 
documents proper to be issued. 

2. An impression of the seal is to be sent to the grand secretary, 
and whenever changed, an impression of tho new seal shall in like 
manner be transmitted. 

LODGES OF I.WSTKUCTIOX. 

1. No general lodge of instruction shall be liolden unless under 
the sanction of a regular warranted lodge, or by the special license 
and authority of the grand master, or tire district deputy grand 
master. The lodge giving this sanction, and the brethren to whom 
such license is granted, shall be answerable for the proceedings of 
such lodge of instruction, and responsible that the mode of working 
there adopted has received the sanction of grand lodge. 

2. Notice of times and places of meeting of the lodges of instruc- 
tion shall bo given to the grand secretary. 

3. Lodges of instruction shall keep a minute of all brethren 
present at each meeting, and of brethren appointed to hold oliicc, 
and such minute shall be produced when called for by the grand 

♦This clause lias no reference to brethren applying for affiliation. 
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master, the district deputy grand master, or lodge granting the 
sanction. 


LUVIUU* . , 

4 If a lodge which has given its sanction for a lodge of instruc- 
tion being held under its warrant shall see lit, it may, at jmy .'JjJJ** 
lar meeting, withdraw that sanction, by a resolution of tlu lodge, 
to he communicated to the lodge of instruction ; providwl thjt 
notice of the intention to withdraw the sanction be inserted in the 
summons for that meeting. 


of visitors. 

1. No visitor shall be admitted into a lodge unless lie he person- 
ally known oi recommended, or well vouched for ; or alter ttne 
examination by out or more of the brethren present, and shall hav e 
entered his name, Masonic rank, the name o his nothei lodge, oi 
the lodge h. hail, from, ia AJ-o&k to be kept by every lodge lo. 
that purpose ; and during Ins continuance in the lodge he mu«« be 
subject to the by-laws of the lodge. The master of the lodge is 
particularly bound to enforce these regulations. 

2. No brother residing in the Province and not affiliated with 
some lodge shall bo entitled to the benefit of the honevolo^fattd 
for himself or lamily, nor to Masonic burial, nor to take part in 
anv Masonic ceremony, public or private, nor to be entitled to my 
Masonic privilege, nor can he be permitted to visit my on 

in the tow n or place where he resides more than once diu * 

secession from the craft. 


The attention of the brethren is particularly called to the exercise vj 
the greatest caution in vouching for brethren. 


OF CERTIFICATES. 

1. Every brother shall be entitled to a grrnid lodge certificate, 

immediately upon being registered in the books of the mnd lo g*> 
for which certificate the lodge shall pay two do liars. ‘Each 1 Lge, 
therefore, when it makes a return of the MasonH whom it h 
initiated, shall, in addition to the registration fee, make a remittance 
of the money for the certificates. _ _ 

2. Every brother to whom u grand lodge certificate is 

must sign his name in the margin thereof, or it wig not be jahd. 
This should be done in the presence of the worslapful master, or 
the secretary of the lodge. 

3. No brother shall obtain a grand lodge certificate if h# shall 
have been admitted to more that one degree of Masonry on the 
same day, or at a chorter interval th?m four week* from his receivi lg 
a previous degree, unless by dispensation from the grand mr to . 

4. Every return or other document upon which a gjand h jo 
certificate is to be issued, must specify not only the date of initiation, 
but also the days on which the brother was advanced to the second 
and third degrees. 


f 
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OP PUBLIC PROCESSIONS. 


5. All applications for grand iudge certificates must be made to 
the grand secretary ; and if the name of the brother wishing for the 
certificate has not previously been registered, the money payable on 
registration must be transmitted at the same time, as no certificate 
can, on any account, be issued until such money has been paid. 


<6. No lodge shall grant a private lodge certificate to a brother, 
except for the purpose of enabling him to obtain a grand lodge cer- 
tificate, in which case such certificate shall be specifically addressed 
to the grand secretary, and except also such certificate as may be 
required by the laws of the grand lodge, or called for by any of its 
committees, or issued to a member on retirement or exclusion from 
a lodge for the purpose of evidence of standing. Nor shall a lodge, 
under any pretence, make chargefor a subordinate lodge certificate. 


OF PUBLIC PROCESSIONS. 


L No public processions shall on any pretence be allowed, with- 
out the permission of the grand master, or district deputy grand 
master, except a Masonic funeral, the urgency of which will not 
admit of the delay necessary to communicate with the grand mas- 
ter, or the district deputy grand master. Such proceeding shall be 
immediately reported by the master of the lodge to the grand 
master, through the grand secretary, and to the district deputy 
grand master. 


2. If any brother shall attend as a Mason, clothed in any of the 
jewels or badges of the craft, at any public procession, except a 
Masonic funeral, without the permission of the grand master or 
district deputy grand master, he shall be rendered incapable of be- 
ing an officer of a lodge; and also be excluded from the general 
benefits. And it any lodge shall so offend, it shall stand suspended 
un.il the grand lodge shall determine thereon. 


OF APPEAL. 

1. As the grand lodge, when congregated, is a representative of 
every individual member of the fraternity, it necessarily possesses 
a supreme superintending authority, and the power of finally decid- 
ing on every case which concerns the interest of the craft. Any 
lodge or brother who may feel aggrieved by the decision of any 
other Masonic authority or jurisdiction, may appeal to the grans’ 
todg against such decision. The appeal must be made in writing, 
specifying the particular grievance complained of, and be transmit- 
ted to the grand secretary. A notice and copy of the appeal must 
ftlso be sent by the appellant to the party against whoai decision 
the appeal is made. 

2. Notice of all appeals must be given in writing to the grand 
secretary within fourteen days from the receipt of the decision ap- 
pealed against, in proper and respectful languago. 


OF FEES, REGALIA AND JEWELS. 
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OF FEES. 

The following shall be the fees payable to the grand lodge:— 

For granting a new warrant, twenty dollars. 

For a new warrant, in case of loss by fire or otherwise, properly 
certified, five dollars. 

For a dispensation to initiate a candidate under twenty-one 
years of age, five dollars. 

For a dispensation to confer any degree in less time than one 
month, five dollars. 

For a dispensation for any public procession, one dollar. 

For a grand lodge certificate, two dollars. 

For every person initiated in a lodge, fifty cents registration fee. 

‘ For every entered apprentice or follow craft joining from with- 
out the jurisdiction, one dollar. 

For every master Mason joining from another lodge, fifty cents. 

For every master Mason joining from without the jurisdiction, 
fifty cents. 

Every member of each lodge shall pay toward the fund for 
grand lodge purposes, fifty cents per annum. 

OF REGALIA. 

The following Mafonic clothing and insignia shall be worn by 
the craft; and no brother shall, on any pretence, be admitted into 
the grand lodge, or any subordinate lodge, without his proper 
clothing. 

No honorary or other jewel or emblem shall be worn in the grand 
lodge, or any subordinate lodge, which shall not appertain to, or be 
consistent with those degrees which are reeogmzed and acknowledged 
by the grand lodge. 


OF JEWELS. 


The Grand Master. 


Past Grand Master. 


Deputy Grand Masters 


.The eonipasses extended to 45®, 
with the segment of a eircle at the 
points, and a gold plate included, 
on whieh is to he represented an 
eye irradiated within a triangle 
also irradiated. 

. A'' similar jewel, without the gold 
plate, 

.The compasses and square, united, 
with a five-pointed star in the 
centre. 
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Past Deputy Grand Masters... T hu compasses aud square only. 
District Del. Grand Master. , The compasses and square, united, 

with a five-pointed star in the 
centre, the whole to be placed 
within a circle, on which the name 
of the district is to be engraved. 

Past District Deputy Grand 

Master The same, omitting the five-pointed 

star in the centre. 

Grand .Senior Warden. ....... The level. 

Grand Junior Warden The plumb. 

Grand Chaplain A book or a triangle. 

Grand Treasurer. A chased key. 

Grand Registrar A scroll. 

Grand Secretary Cross pens, with a tie. 

Grand Deacons Dove and olive branch. 

Grand Supt of Works. ...... .A semi-circle protractor. 

Grand Director of Ceremonies Cross rods. 

Assistant Ditto Cross rods. 

Grand Sword Bearer Cross swords. 

G rand Organist A lyre, 

Grand Pursuivant Arms of the grand lodge with rod 

aud sword crossed. 

I lie jewels of the grand chaplain, treasurer, registrar, secretary, 
senior dpaeon, superintendent of works, director of ceremonies, 
sword bearer, organist aud pursuivant, are to be within a circle, 
with an embossed wreath, composed of a sprig of acacia and an ear 
of corn; and of the grand junior deacon, assistant grand secretary, 
assistant grand director of ceremonies and assistant grand organist, 
to be similar to those of their senior and superior officers, the 
wreath on the circle being omitted. 

The jewel of a grand steward of the grand lodge is a cornucopia 
between the legs of a pair of compasses, extendedupon an irradiated 
gold plate, within a circle, on which is engraven, “grand lodge of 
ancient free and accepted Masons of Ontario.” 

Grand Tyler The sword in a circle, on which 

is engraven “the grand lodge of 
Ontario, grand tyler. ” 

All the above jewels to be of gold or gilt. 

Masters of Lodges The square. 

I asi Masters . . The sejuaro and the diagram of 

' °f the 47th pro]), , 1st book of 

Euclid engraven on a silver plate 
pendant within it. 

Senior Warden ...The level. 
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OF JEWELS, COLLARS AND APRONS. 4* 

Junior Warden The idumb. 

Chaplain A book on a triangle. 

Treasurer The key. 

Secretary The cross pens. 

Deacons - The dove. 

Director of Ceremonies The cross rods. 

Organist The lyre. 

Inner Guard The ere swords, 

Steward.. The cornucopia. 

Tyler The sword. 

All the above jewels to be of silver. 

OF COLLARS. 

nw T nnrrs To be light blue ribbon, four 

OF LODGES inches broad. If silver chain be 

used, it must be placed over the 
light-blue ribbon. 

Of tiie Grand Lodge To be of garter-blue ribbon, four 

inches broad, and bound with 
gold lace. 

The grand stewards of the year to wear collars of crimson, four 
inches broad, bound with silver lace. 

All past grand officers, except past grand masters, (who arc 
entitled to wear chains,) to wear the collars of their late offices, but 
without the pendant jewel— a similar but smaller jewel in enamel 
being worn on the breast. 


of aprons. 


Entered Apprentice . 


Fellow Craft. 


Master Mason. 


.A plain white lambskim from 
fourteen to sixteen inches wide, 
twelve to fourteen inches deep ; 
square at bottom and without 
ornament; white strings. 

.A plain white lambskin, similar 
to that of the entered apprentice, 
with the addition only of two 
sky-blue rosettes at the bottom. 
.The same, with sky-blue lining 
and edging, one and a-half inch 
deep, and an additional rosette 
on the fall or flap t and silver tas 
sels. No other color or ornament 
shall be allowed, except to offi- 
cers and past officers of lodges, 
who may have the emblems of 
their office in silver or sky blue 
in the centre of the apron. 
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OP APRONS. 


The Master and Past Master 

op Lodges To wear in lieu and in place of 

the three rosettes on the master’s 
apron, perpendicular lines upon 
horizontal lines, thereby fom ng 
three several sets of two right 
angles ; the length of the hori- 
zontal lines to be two inches and 
a-half each, and of the perpen- 
dicular lines, one inch, these 
emblems to be of ribbon, half an 
inch broad, and of the same color 
as the lining and edging of the 
apron, or of silver. If grand 
officers, similar emblems, of gar- 
tcr-blue or gold. 

Grand Stewards, Present and 
Past 

Aprons of the same dimensions, 
lined with crimson; edging of 
the same color, three ana a-nalf 
inches, bound with silver, and 
, . silver tassels. 

Grand Officers of tiie Grand < 

Lodge, Present and Past. , , . Aprons of same dimensions, lined 

with blue, edgingof the same color, 
three and a half inches, bound 
with gold, and gold tassels, with 
the emblems of their offices, in 
gold or blue, in the centre. 

The aprons of the district deputy grand masters to have the 
emblem of their office in gold embroidery, in the centre, and the 
acacia *nd seven-eared wheat embroidered on the edging, one on 
each side. 

The apron of he deputy grand master to have the emblem of his 
office in gold embroidery n the centre, and the pomegranate and 
the lotus alternately embroidered in gold on the edging. 

The apron of the gram), master is ornamented with the blazing 
aun embroidered in gold in the centre, on the edge the pomegranate 
and lotus, with the seven-eaied wheat at each corner, and also oil 
the fall ; all in gold embroidery ; the fringe of gold bullion. 

In the grand lodge, and on all occasions where the grand officers 
appear in their official capacities, they shall wear the following 
regalia : — 6 

i RAND Master ( )hain over blue collar, gauntlets 

*nd apron, all bound and embroi- 
dered, and jewel. 
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OF CONSTITUTING A NEW LODGE. 43 

Deputy Grand Master Chain over blue collar, gauntlets 

and .apron, all bound and em- 
broidered, and jewel. 

District Dei*. Grand Master . Blue collar, gauntlets, apron all 

bound and embroidered, and 
jewel. 

Senior and Junior Grand War- 
dens, Chaplain, Treasurer, . 

Registrar, Secretary Blue collar, gauntlets, apron all 

bound, and jewel. 

All other Grand Officers Blue collar and apron, all bound, 

and jewel. 

OF CONSTITUTING a NEW LODGE. 

Every application for a warrant to hold a new lodge must be by 
petition to the grand master, signed by at least even regularly 
registered mason/; and the lodges to which they formerly belonged 
mSst be specified. The petition must 1c recommended by the 
nearest lodge, and be transmitted to the district deputy grand 
master, who is to forward it with his recommendation or opinion 
thereon, to the grand secretary, to be submitted to the rand 
master. If the prayer of the petition be granted, the gr ind master 
may issue a warrant authorizing the brethren to meet as a lodge, 
and the same shall be confirmed by tlic grand lodge at the first 
regular meetipg thereafter. 

The following is the form of petition : 

To the M. W. grand master of the fraternity of ancient free and 
accepted masons of Ontario. 

Wc, the undersigned, being regularly registered masons of the 
lodges mentioned again st our respective names, having the pros - 
penty of the craft at heart, are anxious to exert our best endeavors 
to promote and diffuse the genuine principles of the art; and for the 
conveniency of our respective dwellings and other good reasons^ we 

are desirous of forming a new lodge to be named -—■] i in con- 

aoquence of this desire, we pray for a warrant of constitution em- 
powering us to meet as a regular lodge at — , in the county of 

on the of every month, and there to discharge the 

duties ’of masonry, in a constitutional manner, according to the 
fornm of the order and the laws of the grand lodge; and we have 

dominated and do vecommend brother [A. B to , b ? % ^EMT fto 
brother rC. D.l to be the first senior warden, and brother [R. P. J to 
be the first junior warden of the sai l lodge. The ^ayer of t^s 
petition being granted, we promise strict obedience to thecom 
mands of the grind master, and the laws and regulations of the 
grand lodge. 
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OF CONSTITUTING A NEW LODGE. 


lu order to avoid irregularities, every new lodge should be 
solemnly constituted by the grand master, with his deputy and 
wardens; or in the absence of the grand master, by his deputy, or 
the district deputy grand master of that district, who shall choose 
some master of a lodge to assist him. If both these officers be 
absent, the grand master may appoint some other grand officer or 
master of a lodge to act as his deputy pro tempore. 

The following is the manner of constituting a new lodge, accord* 
ing to the ancient usages of masons : 

A lodge is duly fc’"." ' and, after prayer, an ode in honor of 
masonry is sung. TL master is then informed by the secre- 

tary that the brethren i ent desire to be formed into a new lodge, 
&c., &c. The warrant or charter of constitution is now read. 

The grand master then enquires if the brethren approve of the 
officers who are nominated in the warrant to preside over them. 
This being signified in masonic form, an oration on the nature and 
design of the institution is delivered. The lodge is then con- 
secrated, according to ceremonies proper and usual on those 
occasions, but not proper to be written; and the grand master con- 
stitutes the lodge in ancient form. 

The candidates, or the new master and wardens, . being yet 
among the brethren, the grand master asks his deputy if he hath 
examined them, and found the candidate master well-skilled in the 
noble science and royal art, and duly instructed in our mysteries, 
&c. The deputy answering in the affirmative, he shall (by the 
grand master’s order) take the candidate from among his fellows 
and present him to the grand master, saying, “ Most worshipful 
grand master, I present this my worthy brother to be installed 
master of this lodge, whom 1 know to be of good morals and great 
skill, true and trusty; and a lover of the whole fraternity, where- 
soever dispersed over the face of the earth.” 

Then the grand master, placing the candidate upon liis left 
hand, having asked and obtained the unanimous consent of all the 
brethren, shall say : “I appoint you the master of this lodge, not 
doubting your capacity and care to preserve the cement of the 
lodge,” &c., with some other expressions that are proper and usual 
on that occasion, but not proper to lie written. 

Upon this the deputy shall rehearse the charges and regulations 
of a master, and the grand master shall ask the candidate, saying : 

Do you submit to these charges and promise to uphold these 
regulations as masters have done in all ages ” The candidate 
signifying his cordial submission thereto, tnc grand master shall, by 
certain significant ceremonies and ancient usages, install him and 
present him with the book of constitution, the lodge book, and the 
implements of his olfieo, not all together, but one after another ; 
and, after each of them, the grand master or his deputy shall re- 
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funeral service. 45 

1 

hearse the short and pithy eharge that is suitable to the thing pro- 

After this, tho members of this new lodge, bowing »U tog-Umr 
to the crand master, shall return lum thanks, aud immediately do 
their homage to their new master, and signify their promise of sub- 
jection andobedienco to him, by thonsna! oongratnlahon. 

J The deDutv and the grand wardens, and any other bretnren 
nrpsent that are not members of the new lodge, shall next con- 
KSate Jhe now master; andUho shall 

ledffement to the grand master first, and to the rest in their ora 
Tlipn the urard master desires the new master to enter ^ n- 

mediately upon the exercise of his office, in naming his wardens ; 

Sfd S new mast r, calling forth the two brothers, presents them 
to the o-and master for installation. That being done, the semo 
Z Irm g nr Srand warden, or some brother for him, shall rehearse the 

form , i being thus completely constituted, shr 1 . re ?if 
fn graml master’s hoot, and by his order notrlied to the 

other lodges. 

FUNERAL SERVICE. 

The With ren be! nn (trembled f obje^ffitke meeting, 

asa ==ss=«Efe-=t*' - 

gra RESPOKSEBV THE Brethren -M an walkcth in a vain shadow, 
he heapeth up riehes and cannot tell who shall gainer them. 

W.*M.— ' When he dieth lie shall earry nothing away, his gl< y 

Sha RKPO\sE C — -Naked hec'ame into the world, and naked ho must 
retnSTtte Lord gave ,nd the Lord hath taken away; blessed he 

O-WWow is onr departed brother? . 

^Response —He dwellcth in night, lie sojourncth in darkness. 

W >L-Can we offer no precious offering to redeem our lost 

brother! 

* No brother below tlie degree of a master Mason is entitled to receive a 
Masonic burial. 
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FUNERAL SERVICE. 


Response, — We have not the ransom. The place that knew 
him once shall know him now no more for ever. 

W. M. — Shall his name be lost upon earth? 

Response. — We will record it in our hearts, we will treasure it 
in our memories, he shall live in the exercise of his virtues. 

W. M. — He hath fulfilled his eai’thly destiny. May we all live 
the life of the righteous, that our last end may be like his. 

Response.— God is our God for bvor and ever, be He our guide 
even unto death. 

W. M. — I heard a voice from heaven saying unto me, write* 
from henceforth, blessed are the dead which die in the Lord, even 
so saith the spirit, for they shalt rest from their labors. 

The. worshipful master here receiver a roll from the secretary, and inscribes 
upon it the name, age and masonic rank of tke deceased. 

W. M. — Almighty Father, in Thy hands we leave with humble 
submission the soul of our departed brother. 

Response. — The will of God is accomplished. — Amen. 

The worshipful master anil brethren give the grand honors, all repeating — 
So mote it be. 

W. M. — Most gracious God, great architect of the universe, 
author of all good, and giver of all mercy, pour down, wc implore 
Thee, Thy blessings upon us, and grant that the solemnity of this 
occasion may bind us yet closer together in the ties of brotherly 
love. May the present instance of mortality forcibly remind us all 
of our approaching and inevitable destiny, and weaning our affec- 
tions from the things of this world, fix them more devotedly on 
Thee, our only sure refuge in the hour of need; and grant, 0 God, 
that when the awful summons shall arrive for us to quit our transi- 
tory lodge on earth, the light which is from above shall dispel the 
gloomy darkness of death, and that departing hence with faith in 
our Redeemer, in a full hope of a resurrection, and in charity with 
all men, we may, through Thy favor, be admitted to Thy celestial 
lodge on high, to partake in peaceful re-union with the souls of our 
departed brethren, the mysterious and unspeakable happiness of 
Thine everlasting kingdom. 

Response. — So mote it be, 

The procession is then funned. The different lodges rank according to seni- 
ority, the junior preceding, each lodge forms one division, and the following 
order is observed, the brethren walking together two and two. 

The tyler with drawn sword. 

Two stewards with white wands. 

The brethren two and two, 
the junior preceding. 

The inner guard with a sword. 

Senior and junior deacons with wands. 


funeral service. 
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Secretary and treasurer. 

Senior and junior wardens. 

Past masters. 

The worshipful master. 

Royal aren masons. i „ «n 

The lodge to which deceased belonged in the following order, al 

ha , uaa »prig» of evergreens in their hands. 

Musicians. . , , , , 

Drums muftled and trumpets covered with black crape. 

The tyler with drawn sword. 

Stewards with white wands. 

Members of the lodge two and two, 
the junior preceding, 

The inner guard wit* sword. 

Director of ceremonies and organist. 

TVifi q«nior and junior deacons with wands. 

The iccrei w th roll, and the treasurer with badge of 
Th?*St&en irith the phimbrnle, mid the senior warden with 

The past masters with badge of office. 

The volume of the sacred law on a cushion, 
covered with black crape, 
borne by the oldest member of thelodge. 

T1 3 worshipful master with the gavel. 

Two stewards with wands. 

Chaplain or officiating clergyman. 

The coffin, 

with the regalia of the deceased thereon. 

The pall, borne by six or eight brethren. 

Chief mourners. 

When the procession a $ i KJr 

Chaplain, or officiating clergyman. 

Coffin. 

Mourners. 

Stewards. „ , . • , u 

Worshipful master, and embers of deceased s lodge intlie 
>vor • reverse of their previous order. 

The other lodges Mj*. ^ ' *" 

hvfithrfii form a circle wound it, the clergy 
On arriving at the at the h <ad, the mourners at 

and oflcers oj deceased* _dg ^ coffin by the senior deaemu The 



f 


r 


4*> Ft'NERAL SERVICE. 

mutable certainty of death and the vanity of all earthly pursuits — 
doerejpitudo and decay are written on every living thing — weakness 
and imperfection arc the incidents of our fallen condition— the 
damp, (lark grave is our destiny and our doom — the cradle and the 
coffin stand in juxtaposition, and as soon as we begin to live, that 
moment do we also begin to die. What an eloquent commentary is 
here exhibited on the instability of every human pursuit and how 
touchingly docs it echo the sad sentiment of that great preacher, 
who wrote’ for our perpetual warning the immortal text, “vanity of 
vanities, all is vanity/’ 

T 'he last sad offices paid to the dead arc but useful as lectures to 
the living — from them we are to derive instruction, and consider 
every solemnity of this kind as a summons to prepare for our ap- 
proaching disBohatio; ; but, notwithstanding the various mementos 
of mortality we meet in our daily progress, and notwith- 
standing that death has established his empire over all the work of 
nature, yet, through some unaccountable infatuation,' we wilfully 
forget that we arc all bom to die. We go on from one design to 
another, add hope to hope, and lay out plans for the employment 
oi many years, until we are suddenly alarmed by the approach of 
death, when wo least expect him, and at an hour which w'c pro- 
bably may have considered the meridian of our existence. 

A\ hat arc all the externals of human dignity — the power of 
wealth, the dreams of ambition, the pride of intellect, the charms 
of beauty — when nature has paid her just debt ? Fix your eyes on 
the last scene, and view humanity stripped of its dazzling meretri- 
eious ornaments, and exposed in its natural meanness, and you will 
be convinced of the futility of those empty delusions. In the grave 
all fallacies are detected, all ranks are levelled, and all distinctions 
are swept away, 

, AA hilo we drop a sympathetic tear over the grave of our departed 
brother, let us cast around his foibles, whatever they may have 
been, the broad mantle of a Mason’s charity; and let us cheerfully 
render to his memory the praise to which his virtues have entitled 
him. Suffer the apologies of human nature to plead in his behalf. 
Perfection on earth has never been attained, the wisest as well as 
the best of men have erred. His meritorious actions it is our duty to 
imitate, and from his weakness we ought to derive instruction. 

W, M. — My brethren, may we be all true and faithful to each 
other, and may we live and die in brotherly love. 

Response — So mote it be. 

VA • M. — A Jay the Lord bless us and keep us; may the Lord bo 
gracious unto us, and grant that our good intentions may be crowned 
with success. 

Response -So mote it be. 

W- Mv — Glory be to God in the highest; on earth peace and 
good will towards men. 
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t'UNEKAL SERVICE. 

RMPO*Sfc*4Bo mote it be, henceforth and forevermore. Amen. 

The xccrctam mil then advance ro11 Ul the ' J, ' aW mth ** 

\y M.— Friend and brother we bid thee a long, a lasting 
farewell. Thou art at rest from thy labors, may it be m holy peace. 

Rekponhe — Amen. So mote it be. 

The senior deacon then hands the worshipful master the apron. 

W. M.— The lambskin apron of a Masc.i is more ancient than 
the golden ikeuo or Roman eagle, and more honorable than the star 
andgarter or any otliei order in existence, being the badge of inno- 
cence and the bond of friendship. 

The master then deposits it in the grave. 

W M.-The emblem now deposited in the grave of our deerawed 

coining. 

0„c '.»»'« " /,he 

MASONIC FUNERAL HYMNS. 

Dce» sorrow now pervades each heart, 

And grief our bosoms swell: 

A brother from our band departs, 

In that new home to dwell. 

No more in oui loved lodge again 
Shall wc our brother greet; 

But in that lodge that s free from pain, 

Bhall we our lost one meet. 

Hero rest in peace, thy labor’s o’er, 

Our brother wo resign, 

Till the grand mtfiter’s words restore 
To light and life divine. 

Brother, thou art gone before us. 

And thy saintly soul has down 
Where tears are wiped from every eye, 

And sorrow la unknown. 

From the burden of the flesh, 

. And from care and fear released. 

Where the wicked coase from troublui B , 

And the weary are at rest. 

Earth to earth and dust So dust, 

The solemn priest hath said. 

Bo wo lay the turf above thee know. 

And we seal thy narrow oed- 
But thy spirit, brother, soars away 
Among the faithful blest 
Where the wicked cease from troubling, 
tnd the weary are at rest. 
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50 FUNERAL SERVICE. 


And when the Lord uliall munition us, 

Whom thou host left 1». hind, 

May wo, untainted from the world, 

Ag wire a wclcoinu find! 

May each like time depart In pence, 

To be a gloriouft (fue»t, 

Where the wicked ccam from troubling, 

And tiie wear} are nt rest ! 

The master, holding the evergreen in his hand, continues: 
iV, M. — This evergreen is an omhlcra of our faith in the immor- 
'ity of the soul. By it we are reminded of our high and glorious 
itmy beyond the world of shadows, and that there dwells within 
our tabernacle of clay an imperishable and immortal spirit, which 
the grave shall never receive, anil over which death lias no do- 
minion 


The brethren then move around the grave in procession, and at the grave each 
deposits hi* sprig of evergreen; whan returned to their positions, the worshipful 
master leads, and allgivc the public grand honors . 


W. M. — From time immemorial it has been a custom among the 
f r«to rnity of free and accepted Masons, at the request of a brother, 
to aceompany his corpse to the place of interment and there to de- 
posit his remains with the usual formalities. In conformity with 
ihis usage, and at the desire of our deceased brother, whose loss we 
deplore, and whoso memory we revere, we have assembled in the 
character of Masons to resign his body to the earth, whence it 
came, and to offer up to his memory before the world this last tri- 
bute of affection, thereby demonstrating the sincerity of our 
esteem for him, and our inviolable attachment to the principles of 
our order. 

With proper respect, therefore, to the established customs of the 
country in which we live; with due deference to our superiors in 
church and state, and with unlimited good-will to all man- 
kind, w e appear here clothed as Masons, and publicly ex- 
press our perfect submission to the laws of the land; 
our. unceasing devotion -to peace and order, and our ardent 
desire, so far as in our power, to promote the welfare 
of our fellow men. Invested with the badges of innocence, we 
humbly bow to the will of the universal parent, and implore His 
bit sings on every zealous endeavor to promote peace and wood 
order, and earnestly pray for perseverance in the pnneiples of pietv 
and virtue. *- c 


My brethren, the great creator having been pleased out of his 
mercy to remove our worthy brother from tho ares and troubles 
of a traasitory existence to a state of eternal duration, and thereby 
to weaken the chain by which we are united man to man, may we 
who survive him, anticipate our approaching fate, and be more 
strongly cemented in the ties of union and friendship. Let us sup- 
port with propriety the character of our profession ; advert to tne 
nature of our solemnities, and pursue with assiduity the secret 
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funeral service. 
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t. nets of our order, during the short space allotted to our present 
fixistence* wisely and usefully employ our time in the reciprocal 
-»kc> -unroof kiml and friendly acts, and mntuaUy promote out own 

happiness of ail man- 

Um Let the present example of our mortality excite our most serious 
thoughts ami strengthen our resolutions of moral amendment. As 
life is uncertain, and all earthly pursuit* are ram let us no ^longer 
i.oHt')one the important concern of preparing for eternity, but era 
Crtho preS moment, whitat time and iopportumty oftor, to 
n^rto LF.iMt the great chwme, SI the pleasure. .f tho 

world »h3l c#a»o to delight, and the reflection; ™ fa virtuom.^ 

vicld our only comfort and consolation Huts V ,, 

will not be frustrated- nor we be summoned unpreparedintothe 
presence of an ail- wise and all-powerful judge, to whom the 
of 4II hearts are known, and from whose dread tribunal no c dpnt 

can escape. 

Response. — So mote it be. 

W M — Almighty and most merciful God, in whom we lit « and 

nf thin .lav Mav we over remember that m the midst of me wo 

surate with our task to support us, and the beauty Thv itld and 

obtain a blessed and everlasting rest in that spiritual eclince not 
made with hands, eternal in the heavens. 

Response.— -Amen. Ho mote it be. ( 

The procession will the n reform in the ^. r fbr° 0 \h',h the lorshipful master will 

tA-s ^ willhe close*. 
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PRAYERS. 


INVOCATION,— FIRST DEGREE. 

Vouchsafe thine aid, Almighty Father and supreme governor of 
the universe, to this our present convention, and grant that this 
candidate for Masonry may so dedicate and devote his life to thy 
service as to become a true and faithful brother among us. Endow 
him with a competency of thy divine wisdom, that assisted by the 
secrets of this our Masonic art, he may be the fetter enabled to 
display the beauties of true godliness, to the honor and glory of thy 
holy name .— So mote it be. 


INVOCATION,— SECOND DEGREE. 

We supplicate the continuance of thine aid, 0 merciful God, on 
behalf of ourselves and of him who kneels before thee. May the 
work begun in thy name be continued to thy glory and evermore 
established in us by obedience to thy holy precepts . — So mote it be. 

INVOCATION, — THIRD DEGREE. I 

Almighty and Eternal Being, the glorious architect and ruler of | 
the universe, at whose creative fiat all things first were made, we 
the frail creatures of thy providence, humbly implore thee to pour 
down on this convocation, assembled in thy holy name, the con- 
tinual dew of thy blessings ; more especially, we beseech thee, to 
impart thy grace to this thy servant, who oilers himself a candidate 
to partake with us the mysterious secrets of a master mason; endue 
him with such fortitude that in the hour of trial he fail not ; but 
pass him safely under thy protection through the valley of the 
shadow of death, that he may finally arise from the tomb of trans- 
gression, to shine as the stars ; for ever and ever . — So mote it be. 


THE CHARGES. 

CHARGE TO THE NEWLY INITIATED CANDIDATE. 

As you have now passed through the ceremonies of your initia- 
tion, allow me v,o congratulate you on being admitted a member of 
our ancient and honorable society. Ancient, as having subsisted 
from time immemorial, and honorable, becanse, by a natural 
tendency it conduces to make all those honorable who arc strictly 
obe«lient*to its precepts. Indeed, no institution can boast a more 
solid foundation than that on which Freemasonry rests — THE prac- 
tice of social and moral virtue ; and to so high an eminence 
has its credit been advanced that, in every age, monarchs them- 
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selves have been promoters of the art ; have not thought it deroga- 
tory from their dignity to exchange the sceptre for the gavel ; have 

S atronized our mysteries and have joined our assemblies. As a 
lason, I would first recommend to your most serious contemplation 
the volume of the sacred law, charging you to consider it the 
unerring standard of truth and justice, aud to regulate your actions 
by the divine precepts which it contains. r J 'herein you will be 

taught the important duty you owe to God, to your neighbor, and 
to yourself. To God, by never mentioning His name but with 
that awe aud reverence which are due from the creature to his 
creator, by imploring His aid on all your lawful undertakings, and by 
looking up to Him in every emergency for comfort and support; to 
your neighbor, by acting with him on the square, by rendering to 
him every kind office which justice or mercy may require, by re- 
lieving his distresses, by soothing his a f dictions, and by doing to 
him, as in similar cases, you would wish he should do unto yon; and 
to yourself, by such prudent and well regulated course of discipline 
as may best conduce to the preservation of your corporeal and men- 
tal faculties in their fullest energies; thereby enabling you to exert 
those talents wherewith God has blest you, as well to his glory as 
to the welfare of your fellow creatures. 

As a citizen of the world, I am next. to enjoin you to be. exem- 
plary in the discharge of your civil duties, by never proposing, or 
at all countenancing, any act that may have a tendency , to subvert 
the peace and good order of society; by paying due obedience to the 
laws of any State which may for a time become the place of your 
residence or afford you its protection; aud, above all, by never 
losing light of the allegiance due to the Sovereign of your native 
land; ever remembering that nature has implanted in your 
breast a sacred and indissoluble attaclunent to that country 
from which you derived your birth and infant nurture. 

As an individual, I am further to recommend the practice of 
every domestic as well as public virtue. Let prudence direct you; 
temperance chasten you; fortitude support you; and justice be the 
guide of all your actions; and be especially careful to maintain in 
their fullest splendor, those truly Masonic ornaments, benevolence. 
and chanty. 

Still, however, as a Mason, there arc other excellencies of char- 
acter to which your attention may be peculiarly and forcibly direc- 
ted ; among the foremost of these are secrecy, fidelity, and obedience. 

Secrecy may be said to consist in the inviolable adherence to the 
obligations you have entered into, never improperly to reveal any 
of those Masonic secrets which have now been, or may at any future 
time, be entrusted to your keeping, and cautiously to shun all 
occasions which might inadvertently lead you so to do. 

Your fidelity must be exemplified by a strict observance of the 
constitutions of the fraternity ; by a* unring to the ancient land- 
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THE CHARGES. 


macks of the order ; by never attempting to extort, or otherwise 
unduly obtain the secrets of a superior degree, and by refraining 
to recommend anyone to a participation of pur secrete, unless you 
have strong ground to believe that, by a similar fidelity , he will 
ultimately reflect honor on our choice. 

Bo must your obedience be proved by a clo - conforu y tu u 
laws and regulations; by prompt attention to all sign s and sum- 
sonses; by modest and correct demeanor whilst in the lodge ; by 
abstaining from every topic of religious or political discussions? by 
ready acquiescence in all votes ana resolutions duly pasasd by the 
brethren; and by perfect submission to the master and his wardens 
whilst acting in the discharge of their respective offices? 

And as a last general recommendation, let me exhort you tc 
dedicate yourself to such pursuits as may enable you to become at 
once respectable in your rank of life, useful to mankind, anA an 
ornament to the society of which you have been this day admitted 
a member; to devote your leisure hours more especially to the study 
of such of the liberal arts and sciences as may lie withm the com 
pass of your attainment, and without neglecting the ordinary duties 
ofyourstatio, to consider yourself called upon to make a daily 
advancement in Masonic knowledge. 

fFrom the very commendable attention which you appear to 
have given to this charge, I am led to hope that you will appreciate 
the excellence of Freemasonry, and iinprmt indellibly on your mind 
the sacred duties of truth, of honor, and of virtue.] 


CHARGE TO THE NEWLY TASsED CANDIDA il . 


Brother ,— Being advanced to the second degree of Masonry, we 
congratulate you on your preferment. The internal and not the 
external qualifications of a man are what Masonry regards. As you 
increase id knowledge, so you will consequently improve m social 
intercourse. It is unnecessary for me to recapitulate the duties 
which, as a Mason, you are now bound to discharge, or to e argo 
on the necessity of a strict adherence to them, as your own experi- 
ence must have established their value. It may be sufficient to 
observe that as your past behavior and regular deportment have 
merited the honor which we have conferred, in your new character 
it is expected that you will not only conform to the principles of the 
order, but steadily persevere in the practice of every virtue. I he 

study of the liberal arts, that valuable branch of education which 
tends so effectually to polish and adorn the mind, is earnestly re- 
c omme nded to your consideration — especially geometry, which is 
established as the basis of our art. [Oeometry, or » 

originally synonymous terms, is of a divine and nature, 

ricned with the most useful knowledge, so that while it prove;® the 
wonderful properties of nature, it demonstrates the more important 
truths of morality.] 
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As the solemnity of our ceremonies requires a serious deportment, 
you are to be particularly attentive to your behavior at our regular 
assemblies. You are to preserve our ancient usages and customs 
a acred and inviolable, and induce others, by your example, to hold 
them in due veneration. 

The laws and regulations of the order you arc strenuously to 
support and maintain. You are not to palliate or aggravate the 
ofte ces of the brethren ; but in the decision of every trespas 
against our rules, judge with candor, admonish with friendship, and 
reprehend with mercy. 

As a craftsman, in our private assemblies, you may offer your 
sentiments and opinions on such subjects as are regularly introduced 
in the lecture, under the superintendence of an experienced master, 
who will guard the landmarks against encroachment. 15y this pn- 
vilege you may improve your intellectual powers; qualify yourself 
to become a useful member of society; and, like a skillful crafts- 
man, strive to excel in what is good and great. 

Yen are to encourage industry and reward merit ; supply the 
wants and relieve the necessities of brethren and fehows to the 
utmost of your power and ability, and on no account wrong them 
or see them wronged, but apprise them of approaching danger, and 
view their interests as inseparable from your own. 

Such is the nature of your engagements, as a craftsman ; and 
these duties you arc now bound, by the most sacred ties, to 
observe. 

CHARGE TO THE NEWLY RAISED CANDIDATE. 

Brother , — Your zeal for the institution of Freemasonry, the 
progress you have already made, and your conformity to our general 
regulations, have pointed you out as a fit object of esteem eon 
favor. In the character of a Master Mason you are henceforth 
authorized to correct the errors and irregularities of your younger 
brethren, and guard tliem against a breach of fidelity, lo improve 
the morals and correct the manners of men. in society ought to be 
your constant care. You are to inculcate universal benevolence, 
and by the regularity of your own behavior, afford the best example 
for the conduct of others. The ancient landmarks cf the order you 
are to preserve sacred and inviolable, and never suffer an infringe 
incut of onr customs, or a deviation from established usages. 

Duty, honor and gratitude now bind you to your trust ; let no 
motive, therefore, ever make > ou swerve from your duty, but be 
true and faithful, and imitate the example of that celebrated artist 
whom you have once represented. Kiidoavor, in a word, to con* 
vince the world that merit has been your title to our privileges, an. i 
that on you our favors have not been undeservedly bestowed. 


S 6 OF INSTALLATION OF OFFICERS. 

CEREMONY OF INSTALLATION OF OFFICERS. 

The master elect having been presented to the grand master, or 

the installing officer, the grand chaplain says: 

Great architect of Heaven and earth, in whose work all life i s 
employed! The whole of harmony is in Thee, each part has its place, 
and all is perfect. Behold us, who form this apartment in Thy 
works ; small, indeed, in itself, but vast enough for all our 
enjoyments. . 

Grant that Thy servant, now to be solemnly invested with 
authority to rule over this lodge, may be endued with knowledge 
and wisdom, and may the brethren under his jurisdiction 
understand, learn and keep all the statutes of the Lord, fpure and 
undefiled. . 

Mav brotherly love and charity always abound among us; and 

when we have finished our work here below, let our transition be 
from this earthly tabernacle to the Heavenly kingdom above, 
there, among Thy jewels, to appear in Thy glory, forever and 
ever. Blessand prosper, we pray Thee, every branch and member 
of this fraternity throughout the habitable earth. May the 
kingdom of peace, love and harmony come ; may Tliy wfil bo 
done on eartl as it is in Heaven, and the whole world be filled 
with Thy glory. Amen. 

Response.— So mote it be! 

The grand master then addresses the master elect : ... 

Previous to your investiture, it is necessary that yon signify 
your assent to the ancient charges and regulations which point out 
the duty of a master of a lodge. 

• See ancient charges, page 12, after reading which, the master elect shall 
answer : 

* C0, Music — Italian Hymn. 

Hail, Masonry divine ! 

Glory of ages shine ; 

Long mays’t thou reign ! 

Wlier’er thy lodges stand, 

May they have great command, 

And always grace the land — 

Thou art divine. 

Great fabrics still arise . 

And grace the azure skies— 

Great are thy schemes. 

Thy noble orders are 
Matchless beyond compare ; 

No art with thoe can share — 

Thou art divine. 
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Hiram, the arehiteet, 

Idiil all the craft direct 
How they should build ; 

Sol’mon, great Israel’s king, 

Did mighty blessings bring, 

And left ns room to sing, 

Hail, royal art ! 

After the singing of the ode, the master calls the lodge to order, 
and the other officers arc respectively presented in the same manner 
as the master, by the conductor, when the installing officer delivers 
to eaeh a short eliargc, as follows : 

THE SENIOR WARDEN. 

Brother , you are elected senior warden of this lodge, 

and are now invested with the insignia of your office. 

The Level demonstrates that we arc descended from the same 
stock, partake of the same nature, and share the same hope; and 
though distinctions among men are necessary to preserve subordi* 
nation, yet no eminence of station should make us forget that we 
are brethren ; for he who is placed on the lowest spoke of fortune’s 
wheel m ty be entitled to our regard; because a time will eomc, and 
the wisest knows not how soon when all distinctions, but that of 
goodness, shall eease ; and death, the grand leveler of human great- 
ness, reduce us to the same state. 

Your regular attendance on our stated meetings is essentially 
liceessary. In the absenee of a master, you are to govern this 
lodgo ; in his presence, you are to assist him in the government of 
it. I firmly rely on your knowledge of Masonry and attachment 
to the lodge for the faithful discharge of the duties of this impor- 
tant trust. Look well to the Wed \ 

lie is conducted to his proper station. • 

THE JUNIOR WARDEN. 

Brother , you are elected junior warden of this lodge, and 

are now invested with the badge of your office. 

The Plumb admonishes us to walk uprightly in our several sta- 
tions, to hold the scale of justice in equal poise; to - observe the 
just medium between intemperance and pleasure, and to make our 
passions and prejudices coincide with the line of our duty. To 
you is committed the superintendence of the craft during the hours 
of refreshment ; it is therefore indispensably necessary that you 
should not only be temperate and discreet in the indulgence of your 
own inclinations, but carefully observe that none of the craft be 
suffered to eonvert the purposes of refreshment into intemperance 
and exeess. Your regular and punctual attendance is particularly 
requested, and I have no doubt that you will faithfully execute the 
duty you owe to your present office. . Look well to the South! 
lie is conducted to Improper station . 




OF INSTALLATION 01' OFFICERS. 


THE TREASURER* 

Brother , you are .elected Treasurer of this lodge, ancl 

are now invested with the badge of your office. It is your duty to 
rpppivr all moneys from the hands of the Secretary ; keep just and 
regular Scffi the same am’, pay them out by order of the wor- 
ehipful master and the consent of the lodge. I trust your regard 
for^he Fraternity will prompt you to the faithful discharge o< th 
duties of your office. 

He is conducted to his proper station. 

the secretary*. 

•Brother you are elccte 1 Secretary of this lodge, and are 

now invested with the badge of your office. It is your duty to 
observe all the proceedings of the lodge ; make a fair record of all 
Jhfnca nr oner to 1 be written ; receive all moneys due the lodge, and 
nav them over to the Treasurer. Your good inclination to Masonry 
l 1, ^ ,1 • I.,!, ,, t hone will induce you to discharge the duties of 
your office with fidelity, and by so doing you will merit the esteem 
and applause of your brethren. 

He is conducted to his proper station. 

THE CHAP I Al N. 

IJpv Brother , you are elected Chaplain of this lodge, and 

nro riow nvestcd with the badge of your office. It is your duty to 
are £rm Bin e solemn services which we should constantly render 
L our Mnto CreSr ■ when offered by one whose holy 
nrofession is “to point to Heaven and lead tbe way, may, by refin- 
j , our S ouls, strengthening our virtues, and purifying our minds, 
prepare us for admission into the society of those above, whose 
happiness will be as endless as it is perfect. 

THE SENIOR AND JUNIOR DEACONS. 

Brothers - and , you are elected Beacons of this 

lodge and arc now invested with the badge of your office. “ 

vour province to attend on the master and wardens and to act 

as their proxies in the active duties of the lodge ; such as m t 
reception of candidates into the different degrees of Masonry , the 
introduction and accommodation of visitors, and in the immed a 
wactiseoTour rites. The Dove and Cornucopia, as badges of 
your office, I entrust to your care, not doubting your vigilance and 

attention. . 4 .. 

They are conducted to their proper stations. 

THE STEWARDS OK MASTERS OP CEREMONIES. 

Brothers * and , you are appointed Stewards fas- 

ter* of Ceremonies) of this lodge and are now invested wdh the 
ba>i<v of vour office. You are to assist the deacons and other offi 
eers in performing their respective duties. A our regular and early 
attendance to our meetings will afford the best proof of your zea 
and attachment to the lodge. 
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THE TYLER AND INNER GUARD. 

Brothers , you are appointed Tyler and Inner Guard of 

this lodge, and I invest your with the implements of your office. As 
the swords are placed in the hands of the Tyler and Inner Guard to 
enable them effectually to guard against the approach of cowans and 
eavesdroppers, and suffer none to pass or repass but such us are 
duly qualified, so it should admonish us to set a guard over our 
thoughts, a watch at our lips and post a sentinel over our actions ; 
thereby preventing the approach of every unworthy thought or 
deed, and preserving consciences void of offense toward God and 
toward man. Your early and punctual attendance will afford the 
best proof of your zeal to the institution. 
lie in conducted to hie pro’per station. 

CHARGES TO THE OFFICERS. 

Worshipful Master : 

The grand lodge having committed to your care the superintend- 
ence anil government of the brethren who are to compose this lodge, 
you cannot be insensible of the obligations which devolve on you as 
their head ; nor of your responsibility for the faituful discharge of 
the important duties annexed to your appointment. The honor, 
reputation and usefulness of your lodge will materially depend on 
the skill and assiduity with which you manage its concerns, whilst 
the happiness of its members will be generally promoted m pro- 
portion to the zeal and ability with which you propagate the genu- 
ine principles of our institution. 

For a pattern of imitation, consider the great luminary of nature 
which, rising in the blast, regularly diffuses light and lustre to all 
within the c ; rcle. In like manner it is your province to spread and 
communicate light and instruction to the brethren of your lodge. 
Forcibly impress upon them the dignity and high lmpoitance of 
Masonry, and seriously admonish them never to disgrace it. 

Charge them to practice out of the lodge those duties which they 

have been taught in it, and by amiable, discreet and virtuous con- 
duct to convince mankind of the goodness of the institution, so that 
when a person is said to be a member of it, the world may know 

that he is one to whom the burihened heart ma,y pour out its soi- 

rows ; to whom distress may prefer its suit ; whose hand is guided 
by justice, and whose heart is expanded by benevolence. In short, 

by a diligent observance of the by-laws of your lo< go, the consti- 
tutions of Masonry, and, above all, the Ho y Scriptures, which arc 
given as a rule and guide to your faith, you will be enabled to 
acquit yourself with honor and reputation, and Jay up a crown of 
rejoicing, which shall con'inue when time shall be no me- > . 
Brother Senior and Junior Wardens : 

You are too well acquainted with the principles of Masonry to 
warrant any distrust that you will be found wanting in the dis- 
charge of your respective duties. Suffice it to say, that wliat you 
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have aeen praiseworthy in others, you should carefully imitate ; and 

wSinThem mTy have appeared defective, you should in your- 
selves amend. You should bo examples of good order and reguluri- 
tv for it is only by a due regard to the laws in yoar own conduct 
tSi»t°yon l oan expect obcctfcnoe to them from othere You .re 
assiduously to assist the master m the discharge of his trust, dit 
fusing liglvt and imparting knowledge to all whom he shall place 
under your care. In the absence of a master, you will succeed to 
higher ^duties; your acquirements must therefore be such as that 
the craft may never suffer from want of proper instruction. From 
the spirit which you have hitherto evmc d, l entertain no doubt 
that your future conduct will be such as to merit the applause of 
your brethren and the testimony of a good conscience. 


LI Uicuuwi «****.». v w 

The. members of the lodge tUi *11 standing, the grand master delivers the 
following 


t CHARGE TO THE BRETHREN OF THE LODGE. 


Such is the nature of our constitution that as some must, of 
necessity, rule and teach, soothers must, of eo^o icarn to subm 
"iid obev Humility in both is an essential duty, lho omcers 
who ai/appointed to govern your lodge are sufeciently conversant 
with the rules of propriety and the laws ot the lnstitutio 
exceeding the powers with which they are entrusted, and you ^ are 
of too generous a disposition to envy their preferment I therefore 
trust that you will have but one aim, to please each other, . 
unite in the grand design of being happy and communicating 

^Finally, my brethren, as this association has been formed and 
oerf ecte l in so much unanimity and concord, in which v\e grea y 
rejoice, so may it long continue. May you long cn j°y ®J®p S \Tav 
faction and delight which disinterested friendship can a ord. May 
Mndnes“ul b^tUorly affect.,,, distinguish 

in d as Masons. Within your peaceful walls may sour children s 
chU'lrcn celebrate with j/y .....fgvat.buxU, « le occu™* ot 

this auspicious solemnity. And may the t( n ’ < / 2 ( r / m ., encra « 

transmitted through your lodge, pure and unimpaired, fr6m genera 

tion to generation. 


The Grand Marshall then proclaims the installation in the .Mincing man- 
ner, viz:— 


In the name of the most worshipful grand lodge of the Pro- 
vince of Ontario, I proclaim the otheers of this lodge lc 0 Mly and 
duly installed. 


The grand honors are then given, and an ode mag be sang. 
The nciv master mag return thanks. 


J.UV IIVIV tlbll ouiy.vvu _ 
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LAYING CORNER STONES. 6 1 

CEREMONIES AT THE LAYING OF CORNER STONES OF 
PUBLIC BUILDINGS. 

ORDER OF PROCESSION. 

The worshipful grand lodge mil start from its place of meeting in the follow- 
ing order;— 

Tyler, with drawn sword. 

Stewards, with rods. 

Oldest lodge, with its banner. 

Master Masons of all lodges (not turning out j .2 distinctive bodies, 
and not as members of the grand lodge), will 
march under the banner of the 
oldest lodge by fours. 

Two deacons, with rods. 

Secretaries and treasurers. 

Music. 

Escort to the grand lodge, 

Grand tyler, with drawn sword. 

Grand stewards, with white rods. 

Principal architect, with square, level and plumb. 

( - -and secretary and grand treasurer. 

P»ible, square and compass c> rried by a master of a lodge ^ 
supported by two stewards. 

Gran*l chaplains. 

The five orders of architecture. 

Masters and wardens. 

Past masters. 

Past grand w r ardcns. 
oi Grand orators. 

Hh Past deputy grand masters. 

d Past grand masters. 

.13 Chief magistrate and civil officers of the State and city or town. 
£ Representatives of the press. 

^ Junior grand warden, carrying the silver vessel with oil. 

-g Senior grand warden carrying the silver vessel with wine. 

£3 Deputy grand roaster, carrying the golden vessel with corn. 

S A past master, carrying the book of constitutions. 

'g Grand Pursuivant. 

S GRAND MASTER, 

O supported by two grand deacons, with rods. 

Grand standard bearer. \ 

Grand sword bearer with drawn sword. 

(route of march.) 

The procession will open to the right and left, and, uncovering, 
the grand master and his officers pass through the lines, together 
with the escort, to the platform, while the rest of the brethren sur- 
round the platform, forming a hollow square, within which the 
escort acts as a guard of honor. 
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The erand master commands silence, and announces the pur- 
poses o! the occasion, when there w ill be music by the baud. Band 
sing God save the Queen. 

The necessary preparation having been made for laying the stone, 
on which is engraved the year of Masonry, the name of the grand 
master, and such other particulars as may be deemed necessary. 

The stone is raised by the means of a machine erected for that 
purpose. Band — Hail Masonry. 

The grand chaplain offers a prayer. 

The grand treasurer, by the grand master’s command, places 
under the stone various sorts of coin and medals, masonic docu- 
ments, and such other matters as may be of interest. 

Solemn music is introduced. Band — Sweet light to shine. 

And the stone is let down into its place. 

The principal architect then presents the working tools to 
grand master, who hands 

The square to tho deputy grand master, 

The level to the senior grand warden, an< i 

The plumb to the junior grand Wardc n. 

The grand master addresses the grand officers as follows : 

Bight worshipful deputy grand master, what is the piuper 

jewel of your office? 

D. G. M.— The square. 

]vi.— What are its moral and masonic! uses? 

j) Q. t — To square our actions by the square of virtue, and 

prove our work. 

Q' w Apply the implement of your office to that portion of the 

foundation stone that needs to he proved, and make report. 

The dep ity grand master applies the square to the. stone, and 


the 


yo ; 

D. G. M.— Most worshipful, I find the stone to the square. The 
craftsmen have performed their duty. 

M.— Bight worshipful senior giand warden, wliat is the jewel 
of your office? 

S. G. W. — The level. 

G. M.-— What is its masonic use? 

g. w.— Morally, it reminds us of “equality,” and its use is 

to lay horizon Ca ls. 

G, M.— Apply the implement of your ; office to the foundation 
stone, and make report. 

This is done. 


LAYING CORNER STONES. °3 

q. w, Most worshipful, I find the stone to bo level* Mu 

craftsmen have performed tlxeir duty. 

a 'nl Right worshipful junior grand warden, what is the pro- 

per je wel of your office? 
j. G. W— The plumb. 

( j. M.— What ia its masonic use? 

(< (i W.— Morally, it teaches rectitude of conduct, ana we nso 

it ^^^pp^^hnpiomeiit of your office to the several edges 
of the foundation stone and make report. 

This is done. . . 

.1. G. W.— Most worshipful. T iiud the stone is plumb. he 
craftsmen have performed their duty. 

a M - -This corner stone has been tested by the pr»P« r 
,* nf rrms nrv I find that ilie craftsmen have skilfully and 
Shlly MrfJmeA their duty, and I do declare the atone to U 
well fnK true and trusty/and correctly laid . according to the 
rate Jour ancient craft lot the elements ot coneecratuSh now he 

presented. f 

The deputy grand master comes forward with the vessel oi 
corn, and scatters it on the stone, saying . 

r> n M.— T scatter this corn as an emblem of plenty. May 
the blessings of bounteous Heaven be showered upon us, and pen 
an hke and benevolent undertakings and inspire the 
hearts of the people with virtue, wisdom and gratitude. 

Response. — So mote it ho. . . . , * 

The senior grand warden then comes forward with t.ie vessi l of 
wine and pours it upon the stone, savmg : 

May the gWRuler" of thlnniverse ^ F o^i^ 
endure through all time. 

Response. — So mote it he. f 

The junior grand warden then comes forward with a vessel o 
oil, which he places upon the stone, say mg: . 

f a W - -I pour this oil as an emblem of peace. A: ay its 
blessing abide upon us continually, and may the grand master 
Heaven and earth shelter and protect the widow and oiphan s 11 

and protect them from the trials and °lhc Zv- 

so bestow his mercy upon the bereave*, the 

rowing, that they may know sorrowing and trouble no m c. 

Response. — Ho mote it be. 


laying corner stones. 

The grand master, standing in front of all and extending hi * 
hands, makes the, following 

INVOCATION : 

0 May the all bounteous author of nature bless the people 

of this place with an abundance of tlio necessaries, convenience 
and comforts of life ; assist m the erection and completion of this 
building, protect the workmen against every accident, long pie* 
serve the structure from decay, and grant to us all a .supply o1 .JJj? 
CORN of nourishment, the wink of refreshment mid the on. of joy. 
Amen. 

Response. — So mote it be. 

The grand master strikes the stone three times with the ga\ e > 
and the publie grand honors are given. 

The grand master then delivers over to the architect the imple- 
ments of architecture, saying: 

n Ad —Worthy brother (or sir), having thus, as grand master 
of masons, laid the foundation stone of this structure, I now deliver 
these inn dements of yonr profession into your hands, entrusting 
vou with the superintendence and direction of the work, having 
fnll confidence in your skill and capacity to conduct the same. 

The grand master ascends the platform while the band per- 
forms, or an anthem is sung. 

Band— On, on, my dear Brothers. 

(1 }d. Men aud brethren here assembled, be it known unto 

von. that we be lawful masons, true and faithful to the laws of our 
eoiintry, and engaged by solemn obligations to ereet magnificent 
buildings, to be serviceable to the brethren, and to fear God, tho 
great architect of the universe. 

Wo have among us, eoneoaled from the eyes of all men, seerots 
which canno be divulged, and which have never been found out ; 
but these secrets are lawful and honorable, and not repugnant to 
the laws of (Sod or man. 

Thev were intrusted, in peace and honor, to the Free' Masons ot 
aneient times ; and, having been faithfully transmitted to us, it is 
our duty to convey them, unimpaired, to the latest posterity. 

Unless our craft were good and our calling honorable, we shock l 
not have la te.l for so many centuries, nor should we have been 
honored with the patronage of so many illustrious men in all ages, 
who have ever shown themselves ready to promote our interests and 
defend us from all adversaries. 

We are assembled here to-day, in tlio face of you all, to build a 
house which Ave pray God may deserve to prosper, by becom- 
ing a plaee of eoneourse for good men, and promoting har- 
mony and brotherly love throughout the world,' till time shall be no 

more. 
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The brethren all excluim : 

So mote it bo! 

Masonic anthem. 

ORATION. 

Benedict ion by the grand chaplain. 

Hand*— Rule Britannia. . . , ,, 

The procession re-forms and returns in the sumo order to the 
hull whence it started, wlierc the grand lodge will ho closed with 
the usual formalities, after which, .... . . , n 

The subordinate bodies will return to their respective halls. 


J^IFIFrETtf'IDirx:.: 

FORMS OF ENTRY 

in ihe Minute Book of Subordinate Lodges. 


OPENING LODGE. 

The Lodge was opened in the first degree, at [giving the 
hour and names of members and visitors and lodges nailing from.] 

The Minutes of the last Regular Meeting [and subsequent emer. 
gencies, if any,] were road and confirmed. 

reports of committees on petitions. 

Tho Committee on the petition of Mr. - -> a < andidate for 

Initiation, reported favorably [or^ unfavorably, as the case may be.] 

RETORTS CENERAIi. 

The Committee appointed to take in>o consideration [here state 
the subjeet,] submitted their report which was, on motion of Bro. 
, seconded by Bro. , received and adopted. 

PAYMENT OF ACCOUNTS. 

On the motion of Bro.—, seconded by Bro. -, . 

The sum of 8 , in full of-- -account for-- [or in part pay- 

ment, as the case may be] was ordered to be paid. 

proposals of candidates. ’ 

It was moved by Bro. — -, seconded by Bro. , and adopted, 

[or Sftho “ppiieution”? Mi-' be received mid plnee d on the 

Minutes, to be Llloted for at the nevt Reguiur Meeting for imtiu- 
tion into the mysteries of Freemasonry. 
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CThe same form is to be used for joining members, ^ibstituting 
the word “Bro.” for “Mr.,” and “to beeome a member m the p^aee 
of “for initiation,” &o. 

appointment of committees on petitions. 

The Worshipful Master appointed Bros. , 7 — > 7T”’ 1 } 

Committee to make the necessary enquiries on the application of 

£ or to report thereon at the next regular Meeting. 

APPOINTMENT OF GENERAL COMMITTEES. 

The same form, only insert the specific business. 

ballot. 

Thfl W M ordered the ballot to be passed for Mr. > a 

randidate for initiation in the mysterfes of Freemasonry, which 
“ 5 , ld. on examination, declared in favor of [or agmnst] 

th 0 n'to 'same form will apply to joining members, usiag .the term 
“Bro.” for “Mr.,” and the words “to become a membei for initia- 

tion,” &c.] 

BOARD OF TRIAL. 

The AY M. appointed Bros. , a Board of Trial, to put 

the necessary questions to Mr. , a candidate for initiation.^ If 

more than one, state their several names, and say Candidate? . 

INITIATION OF CANDIDATES. 

rrup -Roard of Trial, having reported to the W. M, that the 
Candidate had answered the necessary question! satisfactorily, and 
S 'wifbfe Cins been properly prepared he was [or they were 
severally] initiated into the FirstUegree of Fveemasomy. 

PASSING. 

T> rn for Bros.] a Candidate [or Candidates] for advance- 

ment was [or were] examined in open Lodge as to his [or their] 
proficieney, and directed to 

The 1 lodge was opened in the Second Degree, at , [state the 

h ° U rNo obieetion being made] Bro.— [or Bros.] having been 
found worthy of advancement, and having been properly Prepare , 
lie was [or they were severally] passed to the Second or Fellow 

Crafts Degree. ^ _____ ’ 

RAISING. 

Br0 [ or Bros.] a Candidate [or Candidates] for further ad- 
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vancement, was [or were] examined in open Lodge as to his 
[or tlieir] proficiency, and directed to retire. 

The Lodge was then opened in the Third Degree, at [state 

[No objection being made] T>ro. Hpr Bros.] having been found 

well skilled, he was [or they were severally] raised to the Third or 
Sublime Degree of Master Mason. 

CALLING FROM LABOR TO REFRESHMENT. 

The Lodge was called from labor to refreshment at -o'clock. 


CALLING FROM REFRESHMENT TO LABOR. 

The Lodge resumed labor at — o’c’ock. 


I 


CLOSING THE LODGE. 

The Lodge was c’osed in harmony in the First Degree, at 

o’clock [state the time.] . .. . 

rif opened in the three Degrees, say several y in the Third, 
Second and First;” if opened in the Second Degree, say severally 
in the Second and First.” ..hat 

Confirmed in open Lodge, [give date] A. ! 4 
(Master’s Signature.) Secretary’s Signature 

w. m. > Scc ’y- 


General Regulations. 

For the sake of clearness and distinction, a line at least should 
be left blank between each minute, and a marginal note made of its 
contents. 

Each Lodge must keep a book, or books, outside the Lodge-room 
for members and visitors to enter their names as they arrive, which 
it is the duty of the Tyler to see done before ho gives notice of then 
being present. It must be borne in mind that no visiting brother, 

unless he be a subscribing member to some regular Lodge, lias a 

right to visit a lodge more than once during his 11011-afh lation with 

the Craft. _ T . 

Lodge Minutes are to be read on regular nights omy ; and utter 
having read the minutes of the previous regular meeting, those ot 
any subsequent emergency are to be read for confirmation. 

Secretaries of Lodges should also keep a rough minute bool -and 
never, on any account, use slips of paper— to enter the proceedings 
of the Lodge as they occur, and afterwards fairly copy them 111 the 
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regular minute book, to which he must attach his signature, and 
when they have been read and confirmed in open Lodge, the W 
likewise signs them at the left hand eomer. 

• It is usual, on the presentment of Reports from Committees, to 
move their reception, or their reeeption and adoption. If open to 
diseussion or amendment, first move their reception and afterwards 

^Tlm^W^M. is responsible for the fees co'lected on behalf of the 
Orand Lodge, and it is his particular duty to see that the same are 
regularly forw arded with the returns. 

In all eases, aud, under all circumstances, the Lodge must be 
opened in the First Degree. If a Candidate makes applica- 
tion for the Second Degree, he must undergo an examination 
in {open Lodge in the First Degree; he is then directed to retire. 
The Lodt'o is then opened in the Sceond Degree, and if it appear 
that the Candidate has made suitable proficiency, he maybe passed. 
The same may be said with reference to a Candidate for the 1 bird 
Decree. The Candidate is examined in a Lodge of Fellow ( rafts, 
and directed to retire. The Lodge is then Opened in the Third 
Decree, and in this Degree all the ordinary business of the Lodge 
is to be transacted. After the business of this Degree is com- 
pleted, the Lodges are elosed down, commencing with the Third, 
next the Second, and, lastly, the First. # 

Newly-initiated Candidates are required to sign the By-laws on 
the night of initiation, as an evidence of their membership and 
willingness of obedience to the same. 

The constitution declares twenty dollars ($20) the lowest fee that 
can be charged for the degrees of Freemasonry, $5 of whieh is to ac- 
company the application, $5 to he paid before initiation, $5 before 
conferring the seeoud, and $5 before conferring the third degree. But 
if the candidate should not be accepted, the $5 accompanying the 
petition will he returned to him. .... 

Any candidate who shall fail to present himself for initiation 
within three months from the time of notiee being given that bus 
application w r as accepted, shall forfeit the fee already paid, and any 
brother who, after initiation, shall fail to apply foi the second or 
third degree within six months after receiving the former degree 
shall require to be balloted for again as directed in clauses 1 and 2, 
pages ID and f]3 of the constitution. 


Rules and Regulations Respecting 
Benefits. 

due-lialf of all the Grand Lodge receipts shall be devoted to the 
payment of benelit elaims and to charity. 

On the death of any brother having a claim upon tlio funds, it 
shall he the duty of the lodge to which the deceased brother be- 
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longed, on notice thereof being given, aeeompanied with a certifi- 
cate of sneh death by the attending phyaieiau, or other satisfactory 
proof of su eh demise, to order the payment of the sum of <$o0 by 
the treasurer of the lodge for the benefit of the widow or orjihaus 
of the deceased, if * any, and through the secretary oi the lodge, 
forthwith to notify the grand secretary of sueh payment, and the 
reason therefor; and if requested by sueh lodge, the grand secre tary 
may, with the concurrence of the grand master, and the deputy 
grand master, issue a cheque on the grand treasurer, under tlioir 
signatures, for the immediate payment of the amount so advanced, 
and charge the same to the grand lodge aeeount. 

In ease it shall be neecssary at any time for the grand lodge to 
levy an assessment f >r the payment of benefits, as provided in elause 
23,' page 30 of the constitution, sneh assessment shall be made pro 
rata upon the membership, and it shall be the duty of the master 
of every lodge to instruct the secretary of the lodge to notify the 
members thereof in the next issue of summonses of the 
amount of their assessment, and in ease of the refusal of any mem- 
ber to pay his assessment within a reasonable time, sueh brother 
shall be suspended from participation in the benefits. * 

Should the funds of any subordinate lodge be insufficient at any 
time to meet its requirements, an assessment may be made upon 
the members of the lodge to provide the amount neeessary for 
meeting benefit elaims. 

It is understood that the expression “with whieh he shall have 
been longest connected,” in elause, 23, page 30, only applies in ease, 
at the time of death, the brother w as eonneeted with more than one 
lodge. 

Members affiliating from other lodges shall not be entitled to the 
weekly benefits until they shall have been two years members of the 
lodge with whieh they affiliate, unless, at the time of affiliation they 
shall pay sueh benefit fee as the lodge may require to entitle. them 
to participation in the benefits after six months’ membership in the 
bulge. 

The ordinary membership dues arc payable quarterly, and if 
any member’s dues remain six months unpaid, he thereby forfeits 
his elaim upon the weekly benefits. Nevertheless he may he rein- 
stated therein on furnishing reasons satisfactory to his lodge for 
sueh non-payment, or on payment of sueh fines or fees as the lodge 
may by its by-laws or other regulations impose. 

"Designation and duties of grand lodge committees, not .already 
provided for, arc to he determined by grand lodge. 


levoted to the 

n the funds, it 
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* It is not anticipated that an assessment wall ever be required, 
but, in case it should, the assessment would not exceed 5 cents per 
member in a membership of 1,000. 
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INDEX. 


Absence of mester • • • • * 

Accounts of grand lodge, directions in reference to * 

“ of private lodge.3 • • • “ ’ 

Admission of members, qualifications necessary tor • 

Admission to grand lodge - 

Admonition of lodges ; 

“ of a brother in private lodge 

Adjourn, lodges cannot 

Age at which a man may be made a Mason 

Ample form, when grand lodge is declared to be open in. . . . ^ 

Ancient charges, summary of, to be read on installation of master 

“ concerning God and religion ° • 

“ of the civil magistrate, supreme and subordinate 

“ of lodges ••• 

“ of masters, wardens, fellows and apprentices 

“ of the management of the craft in working 

“ of behaviour, viz:— 

in the lodge while constituted 

after lodge, brethren not being gone ............ 

when brethren meet without strangers, but not in 

lodge 

in the presence of strangers, not Masons 

at homo and in the neighborhood 

towards a strange brother 

Appeals to grand lodge, form of ..... 1 

Apolicati in to grand master, how made.. 

<< for warrant to hold a new lodge 

“ for grand lodge certificates. 

Appointments to be notified to grand secretary 

Appointments to vacancies 

Aprons, description of * 

Assistant grand director of ceremonies 

“ grand secretary 

‘ ‘ grand organist ’1 ‘ 

Attendance book * » ' » 

Audit, grand lodge * 

“ private lodges 

Ballot ‘or initiation or admission 

“ for officers of grand lodge 

“ for officers of private lodges 
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Ballot for a rejected candidate cannot be taken again within 

aix months ... '& 

Ballot for, two black balls exclude g 

‘ ‘ secrecy of 

‘ ‘ may be demanded on any question •••• 

Balloted for, candidates to be • ot, do, .ib, .1/ 

Behaviour in lodge • •. 

Benefits, rules and regulations respecting. • • 

‘ ‘ grand lodge to pay death claims on. • • 

“ grand lodge may raise funds for by assessment, ...d 9 , 

‘ ‘ subordinate lodge to advance amount payable for . . dU, 0 J 

‘ ‘ when payable by grand lodge % 

“ amount payable on death of any member du, 0. 

“ proof of death required to entitle to 

“ weekly amount payable to sick members dU> «•' 

u (i a to be paid by subordinate lodge ...dU, t>.» 

“ “ assessment to provide, may be made, if neces- ^ 

tt tt claim^to affiliated members, on conditions of, C 9 

< t tt non-payment of dues for six months forfeits 

claim on 

“ how forfeited rights respecting may be re- 
stored 

Black balls, to exclude 07 

Books to be kept by lodges • • • 7 

“ of lodges to be produced when required. . . .22, -d, 2/, d2, at 

Brethren offending, to be admonished or suspended dd, 0* 

Business of grand lodge, how to be conducted k#, ~ > ~ 

Business, ordinary to be transacted in third degree 

By-laws, every lodge has power to frame. . ~ 

tt master to pledge himself to, on installation 

* * members to sign .• 7 : or. 

Candidates, qualification of, for initiation ' 

“ declaration to be signed by . . "" 

« promise to he made by, on initiation ao 

“ committee on character of. ......... ... ™ 

‘ ‘ ago necessary to render eligible for initiation no 

Ceremonies, grand director of t 

“ of installation of officers "" 

tt tt masters 

tt tt senior warden n 7 

<< tt junior warden o 7 

tt 't treasurer.... 

“ •* secretary 

tt tt chaplain........... 

(. << senior and junior deaeons 0° 

tt tt tylcr and inner guard. . 
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Ceremonies of Installation of stewards, or masters of cere- 

* monies. • • • 

Ceremony, at laying of foundation stones of public buildings . . 

“ order of procession 

‘ * route of march • " C9 

“ implements and emblems employed 

“ invocation.... *g 

“ music in connection therewith gg 

“ oration... g- 

“ return of procession. ...... 

‘ ‘ closes with lisual formalities • 

“ of constituting a new lodge 

“ of laying a foundation stone * V 

“ of installing a master zo » 04 

Certificates when lodges cease to meet •••• ••;••• 1 * V ' ' ' ' * ' ' ' 07 

Certilicate, grand lodge, every registered brother to have one , - 7 

** what shall be paid for same ! ' i 

“ lodge to pay for same ‘ 

‘ ‘ how to be procured • :•;•••• 1, 7 

< < must be signed by the brother receiving it " ' 

“ who is excluded from receiving ' 

‘ ‘ application for, liow made 

“ private lodges not to grant 

Chair of grand lodge, regulations as to “ 

| ‘ private lodges, regulations as to * • • ^4 

Chaplain, grand.. « 04 35 

Character of candidates ...... - • « > ^ 

Charges preferred, due notice of 

Charges, ancient. : • , 7 

“ to newly initiated candidate 

‘ ‘ to newly passed brother 

“ to newly raised brother • 

“ Against a brother, notice of * "" 

Charges to oilicers r.p 

“ worshipful master 

“ senior and junior wardens 

“ brethren of the lodge , 

Clandestine lodges, reference to ^ 

“ initiations * ^ 

Clothing and insignia qA’ on 

Committees, grand lodge, appointment of u > ^ 

“ duties ~ n 

“ to report to grand lodge 

Committee of private lodges • *3 ™ 

“ ou propositions * w > "Jr 

Communications of grand lodge, when held. 1 J 

C< mipudnts, how preferred 


w 
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Committees, reports of, to grand lodge 

Complaints, D. D. G. M. may hear j* 

Constituting a new lodge, petition for. ' 

.< “ “ ceremony of 

Contrihutions and payments to grand lodge 39 

Contents, table of - 

Conspiracies may not be engaged in 

Confirming minutes 

Constitution, liow it may be altered. -i 

“ candidate must su omit to ”” 

Declaration to be signed by candidates ^ 

Degrees, time between conferring '*® 

Deaths— of grand master 

“ of deputy grand master "" 

“ of masters of subordinate lodges • • 

Decisions of questions in grand lodge 

“ of subordinate lodges ”” 

Degrees, application for certificates 

Deputy grand master, how elected. . . . . . . . • • :: ; v • 1 * 

<< << k ma y preside in lodges with the district 

deputy grand master oil his right hand 22 
District deputy grand master to be nominated by lodges of 

district — * 

(< << << ‘ ‘ may hear and decide on com- 
plaints. .... . _ 

<( << < < ‘ ‘ may preside in lodges with the 

master of lodge on his right 
hand ...... 23 

<< a t< “ may admonish or suspend 2.5 

u (i (< “ differences among memhers, 

mode of adjusting 23 

Director of ceremonies, gi and lodge 

<« “ subordinate lodges 

Dispen- ations, P. D. G. M. may issue. . 

“ certificates cannot be had unless by 

“ for new lodges 

“ constituting new lodges — 

Dissolution of a lodge, warrant reverts to G. M oL 

Dispensation to advance in less time than the regular require- 

“ to initiate candidates under 21 years of age. . oJ 

‘ ‘ to initiate more than five candidates m one day. . ..>, 

'« for processions ^8, 

Due form, when grand lodge is open in • ** 

Dues may he remitted * 

“ non-payment of forfeits benefit claims • 
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Dues, may be suspended for non-payment of 29 

Election of grand master 

“ of master of lodges * 

Eligibility to office. . , “r Yo 

Elective officers, grand lodge A0 * 

“ “ private lodges 

u “ w ho are eligible for tlie offiee of master of: 

private lodges 26 

t< <« wbo are eligible for grand officers 17 

Emergency of grand lodge. ... 

“ of private lodges .. 

“ for admission of candidates 3o 

EftCjuiry, committee of •••••• 

Erasure of lodges Z6 > rJ 

Examination ft >r higlie| degrees 

Fees in general 

“ “ may be remitted 

Fees, initiation. How payable... 68 

<< “ returned if candidate is rejected oo 

“ application, forfeited by neglect 68 

a << private lodges, initiation 28 

“ “ to gr an i lodge • • "" 

“ “ when paid and not returned to grand lodge 28 

Finances, grand lodge in charge of grand treasurer > • 24 

Form, when grand lodge is opened m *•’ 

Foundation stone, laying of, by grand master «>i 

Freemasons, general heads of charges • • • 

Freeborn (see ancient charges) V? 

Funeral, Masonic • •• 7* 

“ master Masons only entitled to 

Furniture of lodges . . .... 

General heads of the charges of a 1< ream son J 

Grand master shall appoint scrutineers jjj 

Grand master, absence from grand lodge *•' 

Grand lodge officers to be installed or invested l jj 

Grand lodge, powers of... .■■■•• j-Tn 

“ “ officers of elective and appointed 

“ “ ordeyof rank ^ ip 

“ “ title on 

Harmony of ledges •• • . • • •■ ••• _ 

Higher degrees not to be conferred in less than four n celts .... 

Honorary members, grand lodge 

“ “ subordinate lodges, wlio are eligible .it 

“ “ must pay grand lodge dues 34 

tt «. have no vote unless specially eouferred. . . 34 

Initiation, qualification for 33 
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Initiation declaration to l>e signed before 3* 

“ propositions and ballot for 35 

“ promises to be made by candidates for.. 35 

“ fees on • • • 28 

“ number of candidates in same day eligible f or -8 

Improper matter in memorials to grand lodge 20 

Indeeorous or offensive behaviour -I 51 

In form, when grand lodge is opened 20 

Insignia and clothing, Masonie 3 J 

Installation of grand master and officers lv 

“ of masters and wardens of subordinate lodges ..... 20 

“ masters of private lodges eatiuot fill chairs till after. 32 

“ aneicnt eharges to be read to master, and assented 

to prior 12 

Instruction, lodges of.... "9 

Instructions, lodges may give • 

Investigation "0 

Intemperance, a masonie offenee .... • 

“ lodges required to take aetion when a member 

is guilty of ......... 29 

“ a member may be expelled for by grand lodge, 

if not reclaimed from 29 

Irregular lodges ■ ■ ■ ^ 

Jewels and elothing, grand lodge instructions in relations to. . . 

“ “ private lodges 39 

“ “of degrees, not acknowledged by grand 

lodge, not to be worn in grand lodge . . 19,39 

Jewels that may be worn in subordinate lodges 39 

Joining members, regulations as to... * * 

Jurisdiction of lodges . 3o 

Laws, power of enacting • • -7 

Lodges, order of opening and dosing 98 

Laws, alteration of, grand lodge -1 

“ Private lodges may make by-laws -7 

Lodges of emergency, grand lodge Id 

“ eannot adjourn 27 

• % private -8 

“ of instructions 3- 

“ what officers are to be elected and appointed to 20 

“ powers of, to make by-laws 27 

“ removal of 23 

“ preeedeneo of -8 

“ not to initiate more than five candidates in ono day ... 28 

“ not to confer a higher degree inside of one month from 

the last :••.•••• : 28 

“ bound to receive a member initiated therein 28 

“ shall not make a mason for less than S20. * 28 
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Lodges must register every brother in grand lodge books ..... 28 

“ must procure a certificate for every brother initiated:. . 

« carnet f ive a certificate except in certain eases 29 

“ can • m fc its masters and wardens on vote 30 

*« t J m ife returns to grand secretary 32 

“ tne minority of the members of, if uot less than seven, 

can hold warrant 

“ constitution of a now 4*} 

“ duos of, to grand lodge , ••• 

“ erasure of, uot till masters or oflieers arc summoned. . . M 

“ offending against regulation or l*w *1 

“ to meet only ou Avorking days •* 

“ why so called ~ 

Lodge seal* ” * 

Making masons, regulations as to 

Masonic clothing and regalia 4 3J 

“ funerals 

44 processions 

Masons offending against law 'y 

“ to be courteous towards each other .... JU 

“ should belong to a lodge 

“ Avho may be made such ° 

Master of lode® a member of grand lodge... . ... 17 

“ (jiialilieation, election, and installation of 12,31 

“ pledge, or obligation of 32 

“ to visit other lodges 

“ to observe laws 

“ death, removal or absence of 3- 

“ to attend summonses ami produce warrant 3- 

44 lodge may' instruct its 30 

“ to see that all moneys received and paid are accounted 

for 32,28 

“ to produce books of lodge 32 

44 not assume chair till installed..". 3- 

44 not to be elioson for seniority gj 31 

Meetings of lodge 27 

Members, candidates when initiated become 28 

4 4 admission of 33 

44 not to attend an irregular lodge 33 

“ not to print proceedings of lodges 33 

44 not to hold private conversation while the lodge is at 

labor 

44 uot to violate scercey of ballot. . 33 

44 not to protest against resolutions 33 

44 retiring from lodge, rules for . 13 

44 joining a lodge, rules for 33 

“ of grand lodge, who are 16 
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Members honorary 19,34 

“ suspended for non-payment of dues, to bo restored . . 30 

Minutes to be kept, form of .! 27 

Minority (if seven) may hold warrant . 31 

Minutos to be read before installation of master SB 

Motion in grand lodge, notice to be given 21 

Moral law, a mason to obey 7 

Names of past masters, master and wardens, to be returned to 

grand lodge 30 

“ brethren excluded to be sent to grand secretary. . . . 29 

* ‘ brethren excluded to be sent to district deputy grand 

master 29 

Neglect of lodges to make returns, liabilities on aeeount of.. . . 30 

New lodge, how constituted 43 

New lodge, warrant 43 

Notiee of motion given 21 

Number of initiations in one day 28 

Number of members who may hold warrant. . 31. 

Officers, installation of proclaimed by grand marshall 00 

Obligation of master 32 

Offensive behaviour 29 

Offenses of lodges and brethren, reference to 23,29 

Officers, who are . . ........ 2G 

Officers of grand lodge and private lodges. .... ... 20,10 

41 past grand masters members of grand lodge 17 

fs of private lodges cannot resign 32 

“ tenure of office 10 

“ when appointed. 1# 

Page, title 1 

Past grand masters members of grand lodge 17 

Past masters members of grand Lodge Iff 

Payments to grand lodge , 30 

Perfect man, candidate must bo a 8 

Petitions cannot be withdrawn ... . 30 

Petition for a new lodge 43 

Preeodcney of lodges . ....... . 28 

Preeedeney of grand officers 17 

Property of bodge, who owns 30 

Protest, when allowed to be recorded .... ... 33 

Processions, masonic, restrictions in reference thereto 38 

Pro osing members 45 

Passing and raising, not without due instruction 34 

Political and religious discussions not allowed 34 

Plots, a mason not to engage in 10 

Private piques not to bo brought into lodge 7 

Proxy for lodge 10 

Promise of a candidate 17 
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I Pray ora . 35 

Public ceremonies 52 

Pursuivant, grand . 45 

Punishment'. 2(5 

Qualification of master 29 

Qualification of candidate K ; 8J 

Quarrels not to bo brought into lodge, 54 

Bank of grand ollieors 10 

Raise without examination, must not 17 

Rank of lodges 28 

Regalia, description of ....... . . . 59 

Registrar grand . . . 24 

Registration of members i 28 

Regulations for the government of grand lodge 20 

Register book 27 

s. Registration . 28 

Regulations for the government of private lodges. . 29 

Reinstate 30,28 

Rejected, candidate to be declared 35 

I Rejected candidates cannot be balloted for within six 

months 35 

Religion, not to exclude 7 

* ; Removal of lodges 23 

J ; Removal of oilieers 32 

! , Reputable circumstances - 35 

Representatives of lodges to nominate D.X>.(4.M 17 

* i Representatives in sister grand lodges 22 

Restoring of brethren .30,23 

j Residence of candidate 33 

Resign, oilieers eannot 32 

| Resignation of members 33 

j Returns of subordinate lodges 28 

Returns and payments to grand lodge 39 

Resolution to print constitution. 10 

Rule a lodge, who may 20 

Scrutineers for grand lodge. 1 (j 

Seal of grand lodge and private lodges 24,30 

Secretary, grand , 25 

Secretary of lodges 20 

Serving brethren, initiation of 28 

Seven days for holding a lodge of emergency 35 

1 1 Sign by-laws, members must ..... 30 

Scereey of ballot, not to be violated 33 

Stewards 25,20 

Summonses to lodge or brother 22,23,31 

Suspension of lodge ?or brother 22,23,29,30,31 

Suspension for non-payment of dues 29 
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;35 PAGE 

, ’ & i Sword-bearer, grand...... 25 

......... 45 Standard beaVers, grand 2(5 

2(j Tal»lo of contents 3 

29 Time allowed for appeals to be made 38 

31 Time between degrees 28,87 

34 Title, grand lodge 1G 

10 Title page f . 1 

........ 17 Trial 20,21,23,20,33 

28 Treasurer, of grand lodge and private lodges 24,20 

30 Tyler of grand lodge and privato lodges .26,32,27 

24 Visitors to grand lodge 19 

28 Visitors to privato lodges 37 

20 Vacancies in grand lodge 19 

27 Vacancies in privato lodges 32 

28 Votes by proxy 17 

,!!!!!..! 20 Votes, as to 21,33 

30,23 Visits 32,37 

35 Vouching for. . » 37 

ithitt six Wardens, grand lodge 24 

35 “ private lodges 31 

7 “ cannot confer degrees 32 

, 23 “ cannot resign office 32 

32 Warrant, petitions for, Ac 43 

35 Warrant not transferable 31 

17 Warrant to be produced 22,23,32 

.. 22 Withdrawal of petition 36 

30,23 Withdrawal from membership irregularly 33 

33 Write, candidate must be able to (note) 35 

30 Works, grand superintendent of 25 

33 Yearly meetings of grand lodge 19 
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16 

26 

18 
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36 

33 

25,26 
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